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ABSTRACT 


This  final  report  describes  work  carried  out  over  a  nine- 
year  period  to  improve  the  properties  and  performance  of  Nd-laser 
glass.  One  of  the  first  tasks  was  the  reduction  of  absorption  at 
1.06  pm  to  a  0.1— 0.2  <cm  level  by  the  identification  and  elimina¬ 
tion  of  such  impurities  as  iron. 

fluorescent  lifetime  was  investigated;  (1)  as  a  function 
of  host  glass  composition  to  provide  data  on  the  range  of  values 
attainable  for  this  important  parameter,  and  (2)  as  a  function 
of  time,  temperature  and  Nds03  concentration  to  provide  insight 
into  the  nature  of  the  Nd  +-ion  site  and  its  effect  on  emission. 

The  degree  of  discoloration  due  to  solarization  by  the 
pump  source  and  its  effect  on  laser  performance  was  investigated 
as  a  function  of  glass  composition. 

Thoery  was  evolved  for  the  design  of  an  "athermal"  laser 
material  based  on  the  hypothesis  that  thermally  induced  optical 
distortion  resulting  from  thermal  expansion  and  associated  stress- 
optical  effects  can  be  counterbalanced  by  direct  thermally  in¬ 
duced  index  changes  if  proper  glass  composition  and  cavity  design 
are  chosen.  Descriptions  are  given  of  the  measuring  techniques, 
which  are  unique  in  many  cases,  for  determining  coefficients  of 
the  above  temperature  and  pressure  effects  as  a  function  of  glass 
composition.  Several  compositions  showed  theoretically  predicted 
and  experimentally  verified  marked  improvement  over  our  commercial 
laser  material. 
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This  report  was  prepared  by  the  Research  Division  of 
American  Optical  Corporation,  Southbridge,  Massachusetts  under 
Contract  Nonr  3835(00)  entitled  "Neodymium  Laser  Glass  Improve¬ 
ment  Program."  The  contract  has  been  under  the  sponsorship  of 
the  Office  of  Naval  Research. 

This  is  the  Final  Report  of  this  program  and  covers  the 
period  beginning  1  May  1962  and  ending  31  March  1971  •  The 
original  contract,  scheduled  to  terminate  30  April  1963,  was 
followed  by  six  (6)  contract  modifications  extending  the  scope 
of  the  effort  and  changing  the  final  termination  date  to 
31  January  1971 • 

Project  managers  of  this  contract  have  been  Drs.  Walter 
P.  Siegmund,  William  R.  Prindle  and  Richard  F.  Woodcock,  con¬ 
secutively.  R.  F.  Woodcock  was  author  of  the  majority  of  the 
technical  reports.  Lucher  Smith  was  responsible  for  measuring 
stress-optical  coefficients  and  carried  out  efforts  involved  in 
the  design  and  testing  of  the  interferometer  used  for  those 
measurements.  He  also  was  author  of  the  section  describing  that 
work.  Dr.  H.  Osterberg  authored  the  appendices  covering  theo¬ 
retical  work  which  he  and  Luther  Smith  performed. 

This  program  is  part  of  project  DEFENDER. 

This  report  is  unclassified. 
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NEODYMIUM  LASER  GLASS  IMPROVEMENT  PROGRAM 


1.  INTRODUCTION 


This  final  report  describes  the  vork  performed  under 
Contract  Nonr-3835  (00 ) .  The  research  was  part  of  project 
DEFENDER  under  the  joint  sponsorship  of  Advanced  Research  Projects 
Agency,  the  Office  of  Naval  Research  and  the  Department  of  Defense. 
The  contract  was  initiated  1  May  1962  and  terminated  on  1  March 
1971 »  following  six  modifications  to  the  original  contract.  The 
level  of  effort  has  varied  at  times  due  to  the  nature  of  the  work 
and  during  unfunded  periods  while  contract  modifications  were 
being  negotiated. 

Prior  to  this  contract,  research  and  development  work  in 
the  field  of  glass  lasers  had  been  carried  out  at  American  Optical 
Corporation's  Research  Division  over  a  two  and  one-half  year  period 
under  a  company  sponsored  program.  This  work  resulted  in  the 
development  of  the  first  neodymium  glass  laser1  and  included  a 
material  study  program  to  improve  the  properties  of  neodymium 
glass  which  are  pertinent  to  its  laser  performance.  Among  these 
were:  dopant  concentration,  host  composition,  lifetime  dependen¬ 
cies,  material  purity,  optical  quality,  thermal  and  physical 
properties,  core  and  cladding  compatibility  and  glass  making 
processes. 

In  the  course  of  this  program,  dopant  concentrations 
ranging  from  0.1^  to  13^  by  weight  were  added  to  various  glass 
lasers.  The  base,  or  host  glasses  tested  included  crown,  barium 
crown,  high  lead-content  flint,  borosilicate ,  phosphate  and 
germanate  glasses.  In  general,  the  crown  glasses  appeared  to 
work  best,  and  several  satisfactory  varieties  of  crown  composi¬ 
tions  were  found. 

The  natural  fluorescent  decay  lifetime  of  the  Nd-ion 
was  found  to  be  concentration-dependent.  It  remains  constant  as 
the  Nd3+  concentration  is  increased  to  about  1  x  10r°  ions /cm- 
but  above  this  concentration  the  lifetime  decrease's.  This  con¬ 
centration  corresponds  to  2  weight  percent  (wt<)  of  Nda03  in  a 
barium  crown  glass. 

The  threshold  energy  for  onset  of  laser  action  is  a 
function  of  the  product  of  ion  concentration  and  lifetime.  A 
Nd  +  concentration  of  6  y  10  ions/cm3,  corresponding  to 


1 


f  wt  NdrO,  in  a  barium  crown  base,  was  found  to  yield  a  minimum 
threshold  for  hat  base  glass.  The  minimum  threshold  obtained 
P’ ioi  vo  the  contract  was  in  a  flint  base  glass  containing  about 
3  '  10  Nd  ions  cm  . 


In  general  glass  laser  materials  appeared  to  be  divided 
into  three  categories  according  to  their  end  use: 

(1)  Those  which  possess  long  lifetimes  for  use 
in  Q-swi tching  applications, 

(2)  those  with  high  conversion  efficiencies  for 
high  energy  output,  and 

(3)  those  with  low  thresholds. 

Since  these  requirements  are  not  compatible,  different 
glass  bases  and  Nd'  4  concentrations  were  anticipated  for  different 
applications . 


The  flint  glasses  appeared  to  be  best  suited  for  low 
power  threshold  applications.  They  also  showed  high  conversion 
efficiency,  but  were  not  durable  enough  to  be  used  for  high  power 
applications .  In  the  latter  case,  either  a  regular  crown  or 
barium  crown  would  be  used.  Either  of  these  might  also  be  used 
in  Q-switching  applications,  the  barium  crowns  having  the  larger 
decay  lifetime. 


Variations  of  the  relative  amounts  of  the  major  consti¬ 
tuents  of  the  crown  and  barium  crown  glasses  had  been  investigated 
for  optimization  of  laser  properties.  In  addition,  the  influence 
on  durability  of  small  concentrations  of  such  elements  as  zinc, 
titanium,  antimony  and  aluminum  had  been  investigated.  Since 
both  iron  and  samarium  produce  an  absorption  at  1.06  pm,  freedom 
from  these  elements  and  other  impurities  in  both  host  and  dopant 
must  be  attained  in  the  glass  batch.  The  manufacturing  techniques, 
such  as  the  type  of  pot  used  in  melting  the  glass,  were  also 
found  to  have  an  effect  cn  the  laser  properties. 

The  initial  objectives  of  this  contractual  effort  repre¬ 
sented  a  natural  extension  of  the  company  sponsored  work,  namely 
to  optimize  the  doping  concentrations  of  the  most  promising  base 
glass  compositions  and  to  perfect  the  optical  quality  of  the 
laser  glass.  This  was  to  include;  (a)  the  identification  of  the 
attributes  of  the  laser  material  which  affect  its  laser  proper¬ 
ties,  and  determination  of  the  relative  magnitude  of  these  effects 
so  the  results  of  dopant  studies  are  not  masked  by  unknown  factors. 
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(b)  the  formulation  and  preparation  of  experimental  g'asses  and 

(c)  the  performance  of  all  necessary  measurements  of  optical, 
mechanical,  thermal  and  laser  properties,  and  the  evaluation  of 
overall  materia]  performance. 

As  work  on  the  contract  progressed,  the  objectives  were 
modified  to  include  an  investigation  of  the  causes  and  prevention 
of  solarization  and  an  attempt  to  determine  its  effect  on  laser 
performance,  and  an  investigation  of  optical  inhomogeneities  in¬ 
duced  in  the  laser  rod  during  the  pumping  process.  The  latter 
prompted  both  theoretical  and  experimental  studies  on  the  possi¬ 
bilities  of  developing  an  athermalized  laser  material  in  which 
the  various  pumplight-induced  changes  in  optical  properties  of  a 
given  laser  rod  cancel  each  other.  This  included  an  investigation 
of  the  following  properties  as  a  function  of  base  glass  composition 
and  in  some  cases  the  development  of  a  technique  for  measuring 
these  desired  properties:  (l )  the  thermal  coefficient  of  refractive 
index  (an  =  1  n  x  dn  dT )  measured  at  the  laser  emission  wavelength, 
1.06  pm,  since  this  property  is  strongly  wavelength  dependent. 

(2)  the  thermal  coefficient  of  expansion  (a  -  1 /L  dL  x  dL/dT), 

(3)  the  stress  birefringence  or  relative  stress-optical  coefficient 
(b  =  B  p  B x )  and  (U)  the  stress-optical  coefficients  for  light 
polarized  both  parallel  to  and  perpendicular  to  the  direction  of 
applied  stress,  B  |(  and  B±  respectively. 

Studies  on  optical  quality  of  the  glass  led  to  the  con¬ 
clusion  that  marked  improvement  in  the  process  for  melting  and 
annealing  were  needed  in  order  to  meet  the  requirements  for  use 
as  a  laser  material.  Preliminary  experiments  with  the  manufacture 
of  laser  glasses  in  a  continuous  tank,  carried  out  in  an  ophthal¬ 
mic  crown  continuous  glass  tank,  just  prior  to  the  end  of  its 
"campaign"  indicated  that  this  would  be  an  acceptable  method  of 
producing  a  glass  with  acceptable  optical  quality.  A  proposal 
to  this  effect  was  made  by  the  American  Optical  Corporation,  but 
was  considered  to  be  beyond  the  scope  of  this  contract  at  the 
time . 


In  lieu  of  the  abo'-e,  two  alternate  approaches  were  taken 
for  the  procurement  of  suitable  optical  quality  glass.  The  first 
was  a  company  sponsore  1  research  and  development  effort  to  produce 
gless  of  acceptable  optical  quality  in  a  platinum  crucible  capable 
o^  melting  50  pounds  (22.7  ^9)  of  glass  at  a  time  and  discharging 
it  by  means  of  extrusion  through  a  bottom  orifice.  The  second 
approach,  while  our  own  development  program  was  in  progress,  was 
to  have  glass  melted  for  us  by  outside  concerns  which  had  continu¬ 
ous  furnace  facilities. 
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This  work  was  initially  performed  for  us  by  Sovirel 
using  our  glass  composition  MG-915>  vhich  they  also  designate  as 
915*  This  glass  had  satisfactory  optical  quality,  but  damaged 
easily  in  laser  use  due  to  the  presence  of  platinum  inclusions 
in  the  glass.  Sovirel  was  not  responsive  at  that  time  to  our 
requests  to  produce  this  glass  in  a  ceramic  continuous  tank 
(although  they  followed  this  approach  a  few  years  later)  and  as 
a  result,  a  separate  ONR-sponsored  contract  was  established  at 
American  Optical  Corporation,  Contract  No.  Nonr  4656(00),  for 
the  development  of  a  small,  40-50  lb,  (18.1-22.7  kg)  platinum- 
free  laser  glass  melting  facility.  Negotiations  were  also  carried 
out  with  the  Schott  Company  in  Germany  to  have  them  make  laser 
glass  in  ceramic  crucibles.  In  this  case,  part  of  the  raw  in¬ 
gredients  were  supplied  or  the  batch  was  completely  pre-mixed  at 
AO  and  shipped  to  Schott  for  melting  in  order  to  provide  control 
over  the  purity  of  the  batch  ingredients.  The  problem  encounter¬ 
ed  with  all  of  the  earlier  work  was  that  glasses  made  in  platinum 
systems  contained  platinum  inclusions  and  those  made  in  all¬ 
ceramic  systems  had  a  higher  level  of  Fe2  +  -ion  contamination  than 
was  desirable . 

A  study  of  the  damage  mechanism  was  initiated  under  one 
of  the  last  contract  modifications.  This  work  was  terminated  at 
the  request  of  the  contracting  agency  when  it  became  evident  that 
there  were  not  sufficient  funds  to  complete  both  the  athermaliza- 
tion  study  and  the  damage  study.  Termination  occurred  before  any 
data  were  obtained. 


2.  TECHNICAL  APPROACH 
2.1  OPTICAL  TRANSMISSION  STUDIES 

The  attenuation  of  laser  material  at  the  laser  output 
wavelength  is  a  critical  factor  in  laser  performance.  To  obtain 
optimum  laser  operation  it  is  desirable  to  reduce  this  attenua¬ 
tion  to  an  absolute  minimum.  For  this  reason,  one  of  the  initial 
studies  undertaken  was  the  optical  absorption  of  neodymium  laser 
glass  at  1.06  p.m  as  a  function  of  composition  and  melting  con¬ 
ditions  and  more  specifically  of  certain  impurities  in  the  batch 
components,  from  the  crucible  in  which  the  glass  was  melted,  or 
both . 

Preliminary  studies  were  carried  out  on  a  barium  crown 
laser  glass  made  from  the  standard  quality  of  batch  ingredients 
used  in  the  ophthalmic  glass  industry.  Melts  made  in  good  quality 
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mullite  crucibles  showed  about  10  percent  higher  absorption  than 
those  made  in  platinum  crucibles  (2.0  vs  1.8^/cm)  indicating  that 
the  crucible  was  not  the  major  source  of  contamination  at  this 
stage.  Attempts  to  remove  water  vapor  from  the  batch,  which  may 
have  been  contributing  to  the  absorption  at  1.06  pm,  and  to 
orovide  an  oxidizing  atmosphere  in  the  melt  to  shift  any  iron 
contamination  present  from  an  Fe‘ +  -  to  an  Fe'J  +  -valence  showed 
very  little  improvement. 

The  problem  of  excessive  absorption  at  1  .06  pm  is  nr'w 
believed  to  be  well  understood.  This  absorption  was  causeu  by 
the  presence  of  iron  contaminants  in  the  form  of  ferrous  ions. 
Since  silica  is  the  predominant  constituent  in  most  of  these 
glasses,  a  search  was  made  to  find  a  source  of  silica  which  is 
free  of  iron.  The  silica  used  in  the  production  of  ophthalmic 
crown  glass  contains  about  0.02  wt"*  Fe203.  The  high  purity  silica 
presently  being  used  contains  only  three  parts  per  million  of 
iron.  Raw  materials  with  comparable  purities  have  also  been 
located  for  the  other  glass  batch  components.  An  extensive  study 
has  been  carried  out  on  the  effect  of  this  impurity  on  trans¬ 
mittance.  The  glass  used  in  this  study  was  a  barium  crown  com¬ 
position  containing  6.25  wt<£  of  Nda03.  The  effect  of  using  high 
purity  chemicals  is  shown  in  Table  I  in  which  the  above  glass  is 
referred  to  as  "Standard  Barium  Crown."  The  improvement  in 
transmittance  with  the  use  of  pure  ingredients  in  a  variety  of 
other  crown  and  flint  glass  compositions  is  also  shown  in  Table  I. 

The  absorption  data  for  this  table  were  obtained  from 
transmittance  curves  produced  by  a  General  Electric  Recording 
Spectrophotometer.  The  accuracy  of  the  transmission  data  obtained 
from  this  instrument  is  taken,  conservatively,  as  ±  O.^i  which 
yields  accuracies  of  ±  0.25  and  ±  0.05^/cni  for  the  2  cm  and  10  cm 
length  samples  respectively.  As  may  be  seen  from  typical  curves 
shown  in  Figures  1  and  2,  the  transmission  was  actually  measured 
at  1  pm  instead  of  1 .060  pm.  Any  error  introduced  by  making  the 
measurement  at  1  pm  should  be  negligible  and  in  such  a  direction 
as  to  make  the  absorption  appear  greater  than  it  actually  is. 

Glass  samples  of  reasonable  optical  quality  were  required  for 
the  measurement.,  particularly  on  the  10  cm  length  samples,  or  the 
absorption  would  again  appear  greater  than  the  true  value. 

Although  the  solution  to  the  problem  of  absorption  at 
1.06  pm  was  obtained  early  in  the  contract,  the  search  for  high 
purity  raw  ingredients  and  high  purity  crucible  materials  con¬ 
tinued  throughout  the  contract. 
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Std.  Pa  crown  (6.25  wt  Nd  O,  ) 
Std.  purity3  in  Frc-nchtownk 


Std.  Pa  crown 

Std.  puritv  in  Ptc 


Std.  Da  crown 
Pure  SiO-  in  Pt 


Improved  Ba  crown0  A  (5  wt  Ndr O ,  ) 
Std.  puritv  in  Frcnclitown 


Improved  Ba  crown  A 
Pure  chemicals  in  Pt 


Improved  Ba  crown  B  (5  wt  '  Nd. ,0, ) 
Pure  chemicals  in  Pt 

Dense  flint  (2  wt  Nd  O..  )  |i 

Std.  purity 


Dense  flint 

Pure  chemicals  in  Pt 


Flint  (2  wt"  Nd  O  .  ) 
Std.  purity  in  Pt 


Flint 

Pure  chemicals  in  Pt 


Soda  lime  crown  A  (6  wt  Nd.  O  .  ) 
Std.  purity  in  Pt 


Soda  1 ime  crown  A 

Pure  chemicals  in  Pt 


Soda  lime  crown  B  (2  wt  '  Nd-O.,) 
Std.  purity  in  Pt 


Soda  lime  crown  B 

Pure  chemicals  in  Pt 


1  .4 

•  0.25 

1.35 

:  0.2 

0.0 

-  0.2 

1  .8 

-  0.2 

0.0‘ 

=  0.2 

0.1 

:  0.2 

1 .75 

*  0.2 

0.0 

•  0.2 

1 .45 

~  0.2 

0.0‘. 

-  0.2 

1.5 

*  0.2 

0.2 

•  0.2 

1.55 

=  0,2' 

0.2 

i  0.2| 

aStandard  purity  refers  to  the  grade  of  chemicals  used  in  the 
manufacturing  of  optical  quality  glass. 

^Frenchtown  indicates  the  use  of  a  high  purity  ceramic  melting 
crucible . 


cPt  indicates  the  use  of  a  platinum  crucible  for  melting. 

^Some  of  the  glasses  wore  made  only  in  a  1 -pound  (0.45  kg)  melt 
which  does  not  provide  enough  glass  for  the  10  cm  pathlength 
required  for  the  higher  accuracy  transmittance  measurements. 

cCI  lasses  A  and  '  R'  differ  in  th<=*  relative  amounts  of  alkali  and 
alkaline  earth  oxides. 
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SOURCE 


FLUORESCENT  LIFETIME 


The  transition  probability  between  the  metastable  state 
of  an  excited  laser  ion  and  its  terminal  state  is  one  of  the 
fundamental  parameters  by  which  laser  materials  are  characterized. 
Hie  transition  probability  is  not  measured  directly,  but  rather, 
its  reciprocal,  fluorescent  lifetime  is  measured.  In  the  early 
stages  of  this  work  materials  were  sought  which  had  high  energy 
storage  capabilities  and  long  fluorescent  lifetimes,  i.e.,  low 
transition  probabilities  for  high  energy  Q-switched  applications. 


The  procedure  for  measuring  flucrescent  lifetime  is  shown 
schematically  in  Figure  3. 


[-  1.06  urn 

fla^In  blocking 

FLASK  K  FILTER 


sample 


J [SHUTTER] 


LOBpnn 

mbp  filter 


DE  TEC  TOR 


Figure  3.  Schematic  diagram  of  the  apparatus  used  in 
fluorescent  decay  studies 

Hie  excitation  source  consists  of  a  xenon  flashlamp  with  a  power 
supply  and  electronic  circuitry  to  provide  a  pump  pulse  of  about 
10  microseconds  pulse  width  at  half  peak  intensity.  Hie  sample 
is  excited  by  radiation  from  this  source  after  it  has  passed 
through  a  filter  which  transmits  the  excitation  wavelengths, 
but  absorbs  strongly  at  the  fluorescent  emission  wavelength  of 


the  sample,  1.06  pm.  Fluorescent  emission  from  the  sample  is 
observed  with  a  photomultiplier  tube  with  an  S-l  surface.  Direct 
illumination  of  the  photomultiplier  tube  by  the  excitation  source 
is  prevented  by  observing  the  fluorescent  emission  at  right  angles 
to  the  direction  of  irradiation  from  the  flashlamp,  and  by  using 
a  filter  on  the  detector  with  transmission  characteristics  comple¬ 
mentary  to  those  of  the  above  filter,  i.e.,  which  transmits  the 
1 .06  pm  wavelength  and  absorbs  at  all  other  wavelengths.  A  curve 
of  fluorescent  intensity  as  a  function  of  time  is  displayed  on  an 
oscilloscope  where  it  is  recorded  photographically. 

If  the  fluorescent  decay  process  was  a  truly  exponential 
one,  it  would  be  possible  to  determine  fluorescent  lifetime  by 
measuring  the  fluorescent  intensity  at  any  two  points  in  time  on 
the  curve,  (ii  ,  tj)and  (l2  ,  t2  ) ,  and  calculating  the  fluorescent 
lifetime  (x)  from  equation  1: 


x  = 


t.-t. 


In  (i  1  /I2  ) 


(1) 


Since  the  fluorescent  decay  is  not  a  true  exponential,  as  will  be 
discussed  later,  all  fluorescent  intensity  measurements  are  made 
at  arbitrary  time  intervals  of  0.3  milliseconds  and  0.6  milli¬ 
seconds  after  the  flashlamp  is  fired  in  order  that  valid  compari¬ 
sons  of  fluorescent  lifetime  for  different  glass  compositions  can 
be  made.  Fluorescent  lifetime  values  made  in  this  manner  are 
reproducible  to  about  ±  3  percent. 

2.2.1  Effect  of  Host  Composition  on  Fluorescent  Lifetime 

One  of  the  first  relationships  to  be  investigated  was  the 
effect  of  host  glass  composition  on  fluorescent  lifetime.  The 
initial  work  was  carried  out  on  crown  and  flint  type  glasses  in 
which  the  species  of  ingredients  which  serve  as  glass  network 
modifiers  or  their  concentrations  were  varied.  Typical  composition 
investigations  and  their  results  are  given  in  Table  II. 

The  results  in  Table  II  suggest  that  the  crown  type  glasses 
have  higher  fluorescent  lifetime  values  than  the  flint  type  glasses. 
It  would  also  suggest  that  the  network  modifier  ions  of  larger 
ionic  radius  yield  higher  fluorescent  lifetimes.  This  is  not  an 
unreasonable  conclusion  based  on  the  following  arguments.  The 
transition  between  the  4FV2  and  4Ig/2  levels  of  the  NdJ  +  -ion 
is  a  forbidden  transition  in  the  free  state.  This  transition 
occurs  for  neodymium  ions  in  a  glass  host  only  because  of  the 
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perturbation  of  the  energy  levels  of  the  NdJ+-ions  by  the  host 
material.  One  would  expect  the  network  modifier  ions  of  larger 
ionic  radius  to  cause  less  perturbation  of  the  energy  levels  of 
the  neodymium  ions  and  thus  produce  lower  transition  probabilities 
and  higher  fluorescent  lifetimes. 

These  initial  studies  led  to  two  separate  approaches  in 
the  investigation  of  fluorescent  lifetime  as  a  function  of  host 
glass  composition.  In  the  first,  a  general  survey  of  fluorescent 
data  was  made  in  search  of  correlations  between  lifetime 
values  and  the  commonly  used  glass  ingredients.  The  second  was  a 
more  detailed  study  of  the  effect  of  the  concentration  of  an 
individual  glass  component  on  fluorescent  lifetime  since  the  broad 
survey  above  was  based  on  the  unverified  assumption  that  a  linear 
relationship  existed  between  concentration  and  fluorescent  life¬ 
time  for  a  given  glass  ingredient. 

For  the  general  investigation  of  the  correlation  between 
fluorescent  lifetime  and  composition,  3C0  existing  glass  compo¬ 
sitions  containing  16  of  the  more  commonly  used  glass  ingredients 
were  subjected  to  a  regression  analysis  with  the  aid  of  a  small 
IBM  1620  computer.  The  best  agreement  between  calculated  and 
experimental  values  of  fluorescent  lifetime  was  obtained  when 
the  following  relationship  was  used; 


T  =  0.461 


SiOp  SiO, 


AnCn 


'SiO, 


(2) 


where  x  is  the  lifetime  in  milliseconds,  Cn  is  the  concentration 
of  a  given  oxide  (n)  in  weight  percent  and  An  is  the  correlation 
coefficient  which  establishes  the  relationship  between  composition 
and  lifetime.  The  oxides  included  in  the  study,  their  coefficients 
(An)  and  computer  calculated  standard  deviations  of  these  coeffi¬ 
cients  (an)  are  given  in  Table  III.  The  coefficients  for  K,0, 

ZrOp  and  Sb20.,  have  small  absolute  values  which  are  less  than  the 
standard  deviation  and  therefore  they  were  considered  to  be  zero 
in  this  analysis. 

Using  the  above  expression  for  x  and  the  An  values  of 
Table  III,  calculated  values  of  x  were  computed  for  the  300 
compositions  used  in  the  analysis.  The  standard  (rms)  deviation 
bet’  -'en  experimental  and  calculated  values  of  x  was  i  0.08  ms.  A 
sir  nount  of  this  error  may  be  attributed  to  the  experimental 

da*- a  itself  which  is  reproducible  to  about  ±  0.01  ms.  The  main 
cause  of  this  deviation,  however,  is  due  to  the  limited  accuracy 
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of  the  correlation  coefficients.  The  standard  deviations  of 
these  coefficients  have  values  that  are  10  to  30^  of  the  value 
of  the  coefficients  themselves. 


TABLE  III.  Correlation  Coefficient  for 

Composition  vs  Fluorescent  Lifetime 


An 

an 

ionic 

Periodic 

n 

/correlation^ 

/  standard  l 

radii 

Group 

(oxide) 

Xcoefficient/ 

Vdeviation/ 

e 

A 

I  A 

Lia  0 

-  1.288 

0.291 

0.78 

Naa0 

-  0.619 

0.074 

0.98 

Kg  0 

~  0 

1.33 

RbgO 

0.167 

0.036 

1.49 

CSg 

0.138 

0.040 

1.65 

II  A 

CaO 

-  1.025 

0.109 

1.06 

BaO 

-  0.259 

0.046 

1.43 

II  B 

MgO 

-  1.054 

0.215 

0.78 

ZnO 

-  1.555 

0.100 

0.83 

III  A 

NdgOg 

-  1.567 

0.422 

1.15 

III  B 

O3 

-  0.980 

0.308 

0.2 

AlgOg 

-  1.223 

0.578 

0.57 

IV  A 

TiOg 

-  0.452 

0.158 

0.64 

Zr03 

~  0 

0.87 

IV  B 

Si02 

0.592 

0.136 

0.39 

PbO 

-  0.115 

0.032 

1.32 

V  B 

Sbg  03 

~  0 

0.62 
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Despite  the  fact  that  these  coefficients  leave  something 
to  be  desired  in  the  way  of  accuracy,  the  data  in  Table  III  show 
a  definite  trend  in  the  correlation  between  composition  and  life¬ 
time:  namely,  the  correlation  coefficient  becomes  more  positive 
(lifetime  increases)  as  the  atomic  number  increases  (more  spe¬ 
cifically  as  this  ionic  radius  increases)  in  any  given  periodic 
group,  i.e.,  Li  to  Cs, 

Notable  exceptions  are  the  cases  of  SiOa  and  BrO.,  which 
are  more  positive  than  the  trenc*  would  predict,  Thi.  may  be  due 
in  part  to  the  fact  t*  =-t  th<;se  are  network  forming  elemen  s  and 
as  such  may  have  less  interaction  with  the  Nd  +-ions  than  do  the 
network  modifying  ions. 

The  results  of  a  study  of  the  relationship  between 
fluorescent  lifetime  and  the  concentration  of  specific  glass 
ingredients  are  shown  graphically  in  Figure  4.  Each  curve  repre¬ 
sents  a  series  of  glasses  in  which  the  oxide  being  studied  was 
substituted  for  silica  only  and  the  concentration  of  the  other 
ingredients  was  kept  constant. 

The  curves  for  the  heavier  oxides  in  Group  I  A,  which  are 
of  most  interest  because  they  have  some  areas  of  positive  slope, 
i.e.,  positive  regression  coefficients,  are  unfortunately  the 
least  linear.  At  higher  concentrations,  they  either  level  off 
or  go  through  a  maximum.  These  data  suggest  that  the  optimum 
concentration  of  these  oxides  would  be  about  10,  12  or  greater, 
and  15  Mol  *  for  CsaO,  Rba0,  and  KoO  respectively.  These  values 
may  change  as  a  function  of  the  host  glass  composition.  In 
general,  the  glass  compositions  used  for  the  analysis  in  Table  III 
contained  concentrations  in  the  lower  range  where  the  relationship 
with  fluorescent  lifetime  is  more  nearly  linear. 


2.2-2  Effect  of  Nd20:,  Concentration  on  Fluorescent  Lifetime 

In  association  with  the  study  of  fluorescent  lifetime 
as  a  function  of  host  glass  composition,  the  fluorescent  lifetime 
was  investigated  as  a  function  of  Nd?0.?  concentration.  For  most 
of  the  glass  types  examined,  as  the  neodymi-am  concentration  wa 
gradually  increased,  the  fluorescent  lifetime  remained  relatively 
constant  for  low  concentrations  of  Nd.O.,  and  then  decreased  with 
increasing  NdP0.»  concentration,  as  shown  in  Figure  5*  I'10  point 

at  which  this  "concentration  quenching'  ia  first  observed  vanes 
with  the  host  glass  composition. 

In  the  crown  type  glasses,  changing  the  alkali  component 
from  low  atomic  number  to  high  atomic  number  not  only  increased 


13 


the  fluorescent  lifetime  as  indicated  in  Section  2.2.1,  but  also 
increased  the  amount  of  NdrO,  which  may  bo  incorporated  in  the 
glass  before  concentration  quenching  is  observea.  As  indicated 
in  Figure  5,  quenching  takes  place  in  the  5  to  7  wt-  Nd  0,  region 
for  a  K.  Rb-crown  glass,  but  in  the  2  to  3  wt  region  in  an  Na. 
K-crown  glass.  The  ability  of  the  host  material  to  accept  in¬ 
creased  amounts  of  Nd;?0:(  without  showing  effects  of  concentration 
quenching  can  be  as  important  as  the  lifetime  value  itself  in  some 
applications.  For  example,  both  fluorescent  lifetime  and  neodymium 
ion  cc.iv entrat ion  should  be  considered  for  the  energy  storage 
capabilities  of  a  material  or  for  a  material  in  which  minimum 
laser  threshold  energy  is  desired. 


Figure  5*  Effect  of  host  composition  or 
concentration  quenching 
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Fluorescent  Decay  as  a  Function  of  Time 


As  previously  stated,  the  fluorescent  decay  curves  are 
not  simple  exponentials.  Further  analysis  of  these  curves  was 
made  in  an  effort  to  gain  some  insight  regarding  the  nature  of 
the  neodymium  ion  site  in  the  host  material,  Le.  does  the  site 
vary  with  composition  or  does  the  interaction  between  like  sites 
vary.  The  first  step  was  an  attempt  to  resolve  the  observed 
decay  curves  into  two  or  more  pure  exponential  curves,  which 
might  represent  fluorescent  emission  from  neodymium  ions  having 
sites  with  two  or  more  different  decay  transition  probabilities. 
Typical  curves  of  fluorescent  intensity  as  a  function  of  time 
following  a  10  ps  excitation  pulse  are  shown  in  Figure  7  for  a 
silicate  glass  base  with  varying  amounts  of  neodymium  concentra¬ 
tion. 


In  order  for  a  decay  process  such  as  fluorescent  emission 
to  give  rise  to  a  "composite"  decay  curve  composed  of  two  or 
more  true  exponential  processes,  two  or  more  types  of  Nd3+-ion 
sites  must  exist  which  are  completely  independent  of  each  other. 
Figure  6  shows  two  types  of  interaction  which  may  take  place 
between  Nd3+-ion  sites  if  proper  conditions  exist. 


Interactions  between  energy  levels  of  adjacent 

Nd3  +  ions.  Cross  relaxation  process  ( - ). 

Quenching  by  non-radiative  resonant  energy 
exchange  process  ( - ) 


The  solid  lines  represent  cross-relaxation  processes  which 
regulate  the  degree  to  which  hole  burning  occurs.  Hole  burning 
data  indicate  that  the  cross-relaxation  process  is  quite  rapid  and 
highly  efficient.  With  this  degree  of  interaction  between  neo¬ 
dymium  sites,  one  would  not  expect  to  be  able  to  detect  site 
variations,  for  example,  due  to  the  presence  of  K+-ions  vs  Rb+- 
ions,  in  the  host  material  by  this  type  of  analysis  of  the 
fluorescent  decay  cirve. 

The  dotted  lines  in  Figure  6  represent  the  concentration 
quenching  process  as  proposed  by  Peterson  and  Bridenbaugh . 2  It 
was  assumed  that  the  concentration  quenching  process  would  lead 
to  a  time-dependent  curve  of  fluorescent  intensity  due  to  the 
fact  that  the  neodymium  ions  are  randomly  distributed  within  the 
glass.  The  relatively  isolated  ions  would  emit  as  if  no  concentra¬ 
tion  quenching  occurred,  but  closely  spaced  ions,  between  which 
resonant  energy  transfer  is  probable,  would  show  a  shortened  life¬ 
time. 


The  decay  curve  analysis  was  carried  out  as  shown  in 
Figure  7  for  a  series  of  potassium-barium-silicate  based  glasses 
containing  0.5,  2.5,  5,  and  7*5  wt  -  Nd20.,.  The  solid  curves  on 
the  left  of  Figure  7  are  plots  of  the  experimental  data.  The 
straight  portion  at  the  end  of  the  curve  is  attributed  to  emission 
from  the  long  lifetime  component  only,  since  it  is  assumed  that 
the  short  lifetime  sites  have  been  emptied  by  this  time.  The 
slope  of  this  straight  portion  provides  a  value  of  Tx  for  the 
long  lifetime  sites.  The  dotted  curves  are  an  extrapolation  of 
this  straight  portion  back  to  tp  and  represents  the  fluorescent 
light  intensity  due  to  long  lifetime  sites,  assuming  a  true 
exponential  process.  The  intensity  difference  between  the  ex¬ 
perimental  curve  and  this  extrapolated  curve  represents  the 
light  intensity  emitted  from  the  short  lifetime  sites.  These 
intensity  values  are  replotted  on  the  right-hand  side  of  Figure  7 
as  a  function  of  time.  The  lifetime  values,  ,  and  the  initial 
intensity,  I20,  of  the  short  lifetime  sites  are  obtained  from  the 
slope  and  intercept  of  the  ordinate  axis,  respectively,  of  these 
generated  curves.  These  results  are  summarized  in  Table  IV. 

We  assume  that  the  longer  lifetimes,  t1 ,  are  associated 
with  isolated  neodymium  sites  and  observe  that  the  fluorescent 
lifetime  of  these  sites  decreases  with  increased  Nd-,0.,  concen¬ 
tration  . 
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ire  7.  Nd“’  fluorescenc 


TABLE 

IV.  Time 

Dependence 

of  Lifetime 

vs  Nd203 

Concentration 

Curve 

Nd-,0., 

(wt'') 

Ti 

t2 

Ti  /T2 

1 1  P  '  1  pO 

A 

0.5 

1.37 

0.48 

2.85 

0.293 

3 

2.5 

1.09 

0.48 

2.27 

0.325 

C 

5.0 

0.83 

0.43 

1.93 

0.329 

D 

7.5 

0.57 

0.33 

1.73 

0.43 

If  these  sites  were  truly  isolated,  one  would  not  expect 
the  observed  decrease  in  fluorescent  lifetime  with  increased  Nd203 
concentration.  This  would  suggest  that  these  sites  are  not  truly 
isolated  (at  least  for  concentrations  greater  than  0.5  wt  **  rid203  ) 
and  that  the  probability  of  o  joncentration  quenchirg  event  rather 
than  the  probability  of  a  radiative  transition  event  is  the  rate 
controlling  step  in  the  depletion  of  excited  ions  in  these  isolated 
sites.  This  is  further  suggested  by  the  fact  that  the  ratio  of 
Ti /T3  moves  toward  unity  as  the  Nd203  concentration  is  increased. 
Values  of  fluorescent  lifetime  for  coupled  sites,  T2 ,  also  decrease 
with  an  increase  in  Nd202  concentration,  but  to  a  lesser  extent. 

The  ratio  of  i  luorescent  intensities  from  the  two  different 
sites,  I10/l20,  indica  :es  that  there  are  fewer  isolated  sites  than 
coupled  sites  at  low  Nd20,  concentrations,  and  that  the  relative 
number  of  isolated  sites  increases  with  Nd203  concentration.  This 
appears  to  be  contrary  to  what  one  would  expect,  but  may  be  due 
to  the  fact  that  the  number  of  radiative  transitions  from  the 
coupled  sites  actually  decreases  relative  to  radiation  from  iso¬ 
lated  sites,  due  to  the  increased  number  of  nonradiative  transitions 
occuring  from  the  coupled  sites.  One  might  expect  this  to  be 
comparable  to  the  lifetime  shortening  of  the  coupled  sites.  t2  . 
and  the  data  in  Table  III  appear  to  support  this. 

It  should  be  emphasized  that  the  accuracy  of  these  values 
is  dependent  on  one's  ability  to  define  the  straight  portion  of 
the  curve  and  extrapolate  back  to  time  zero  (tc ) .  This  is  compli¬ 
cated  by  the  fact  that  the  light  intensities  at  this  end  of  the 
scale  are  very  low,  making  it  difficult  to  accurately  determine 
the  shape  of  the  curve  in  this  region. 
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This  type  of  analysis  was  also  carried  out  on  three 
glasses  in  which  the  neodymium  concentration  was  held  constant 
and  the  glass  composition  was  varied  to  replace  part  of  the  KgO 
by  Rb20  and  Cs20.  Results  on  these  three  glasses,  given  in 
Table  V,  indicate  tha*-.  there  is  no  correlation  between  the  dif¬ 
ferent  lifetimes  and  t2 )  and  the  species  of  alkali  substituted 

for  the  K,0,  e.g.,  the  individual  t  values  are  not  associated 
with  a  specific  component  such  as  KgO,  Rb20,  or  CSgO  such  that 
the  composite  curve  becomes  a  function  of  glass  composition.  On 
the  contrary,  both  tx  and  i3  tend  to  increase  proportionately  as 
Rbg 0  and  CSgO  are  added  to  the  composition,  in  general  agreement 
with  the  above  suggestion  that  the  Ta  and  xa  result  from  coupled 
vs  isolated  sites  in  the  glass. 


TABLE  V.  Time  Dependence  of  Lifetime  vs  Glass  Composition 


Composition  (Mol  ; 

Tl/T2 

SiOa 

KgO 

Rb30  Cs20  BaO  Sb203 

Nd20, 

74.4 

12.3 

12.4  0.3 

0.6 

0.57 

0.20 

2.85 

83.6 

11.3 

2.0  -  2.3  0.2 

0.6 

0.89 

0.37 

2.41 

86.5 

7-7 

2.5  2.4  0.3 

0.6 

0.97 

0.42 

2.31 

The 

apparatus  used  in  the 

latter 

studies  is 

shown 

in 

Figure  3,  but  with  the  shutter  added  between  the  sample  and  the 
detector.  At  the  longer  time  values,  the  light  intensity  becomes 
quite  low  and  rather  high  gain  on  the  detector  is  required.  As 
previously  described,  the  decay  curve  is  made  up  of  a  series  of 
exposures.  In  this  case,  the  shutter  passes  fluorescent  light 
only  during  the  time  interval  being  displayed  on  the  oscilloscope, 
so  that  the  detector  is  not  saturated  at  the  higher  gain  settings 
by  the  initial  portions  of  the  fluorescent  curve  which  may  have 
intensities  100  to  1000  times  greater  than  the  recorded  portion. 
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2.2.4  Effect  of  Temperature  on  Fluorescent  Lifetime 

The  effects  of  temperature  on  fluorescent  lifetime  have 
been  investigated  as  a  function  of  neodymium  concentration  for 
several  different  types  of  host  glass.3  Lifetime  measurements 
were  made  at  300K  and  JJK  for  flint  glasses  containing  0.25  to 
4.5  wt<  neodymium,  crown  glasses  containing  0.5  to  9  wt<  Nd203, 
and  barium  crown  glasses  containing  0.5  to  12.0  wt<  Nds0, .  The 
curves  in  Figure  8  for  the  flint  glass  series  are  typical  of  the 
results  obtained,  namely,  in  regions  where  concentration  quench¬ 
ing  exists,  the  fluorescent  lifetime  is  higher  at  the  lower 
temperature,  while  in  regions  where  the  Nd203  concentration  is 
below  the  quenching  level,  fluorescent  lifetime  is  lower  at  the 
lower  temperature. 


■figure  8.  Fluorescent  lifetime  vs  Nds03  concentration 
as  measured  at  300K  and  77  K 

At  the  lower  concentration  end  of  the  series,  the  life¬ 
time  behavior  may  be  explained  in  the  following  manner.  The 
4F3/s  level  of  the  Nd3+-ion  consists  of  a  doublet  as  shown  in 
Figure  6.  Absorption  spectra  indicate  that  the  transition  pro¬ 
bability  to  and  from  the  lower  level  of  this  doublet  is  much 
greater  than  the  upper  level.  At  the  lower  temperature,  the 
population  in  the  upper  level  is  decreased,  thus,  the  average 
transition  probability  from  these  two  levels  is  greater  and  the 
fluorescent  lifetime  is  shortened. 
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At  the  higher  Nd.O,  concentration  end  of  the  series,  we 
are  well  within  the  region  where  concentration  quenching  occurs. 

In  the  concentration  mechanism  proposed  by  Peterson  and 
Brindenbaugh  the  energy  of  an  electron  in  the  excited  '  F  ,,  .., 
level  of  a  g^ven  Nd^-ion  is  divided  to  provide  two  adjacent  ions 
w^h  electrons  excited  to  the  4I1:/S  level  from  which  nonradia- 
tive  decay  occurs  as  shown  schematically  in  Figure  6.  This 
requires  that  the  energy  gap  between  the  '*  F;vr  and  the  ‘  I,  „  levels 
must  nearly  match  that  of  the  energy  gap  between  the  !Ily,  and 
the  I »» ' c  energy  levels  of  the  neodymium  ions. 


As  may  be  seen  in  Figure  6.  this  is  most  nearly  achieved 
for  transitions  from  the  upper  level  of  the  Fvr  band  to  the 
lower  level  of  the  I,  ,  band.  The  energy  level  diagram  in 
Figure  6  was  obtained  on  a  barium-rubidium  silicate  glass  by 
Robinson.  Decreasing  temperature  from  300K  to  JJK  would  signifi¬ 
cantly  depopulate  the  upper  '•  Fv,  level  thus  detuning'  the  reso¬ 
nance  exchange  and  decreasing  the  probability  of  concentration 
taking  place.  This  decrease  in  the  degree  of  concentration 
quenching  as  temperature  is  decreased  will  result  in  an  increase 
in  the  fluorescent  lifetime. 


To  check  the  hypothesis  evoked  in  the  case  of  low  Nd.,0*. 
concentration,  a  theoretical  calculation  was  made  of  the  ratio  of 
the  total  emission  transition  probability  from  the  1 F .  doublet 
at  300K  vs  77K.  The  calculation  of  this  ratio  was  based  on  the 
relative  areas  under  the  absorption  curves  of  the  two  levels  in 
this  doublet  and  their  separation.  In  Table  VI  the  measured 
lifetimes  at  300K  and  JJK  for  the  three  types  of  glass  are  tabu¬ 
lated  with  the  calculated  values  of  lifetime  at  77K.  The  calculated 
value  was  arrived  at  by  multiplying  the  measured  value  at  300K  by 
che  calculated  ratio  of  transition  probabilities.  The  accuracy 
of  these  measured  lifetime  values  is  about  0.010  ms.  thus  the 
magnitude  of  the  effect  in  some  cases  is  about  the  same  as  the 
limit  of  error.  The  shift,  however,  appears  to  be  nsistently 
m  the  proper  direction  according  to  the  calculated  values  of 
lifetime  at  77K. 
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TABLE  VI .  Effect  of  Temperature  on 
Fluorescent  Lifetime 


Glass  Tvpe 

Nd2  0  7  Core 
(wt<) 

Lifetime  (ms) 

Meas.  300K  Meas.  77K 

Calc.  77K 

Crown 

0.5 

0.37 

0.36 

0.34 

1 .0 

0.38 

0.34 

0.33 

2.0 

0.35 

0.34 

0.32 

Flint 

0.25 

0.25 

0.24 

0.23 

0.5 

0.25 

0.23 

0.24 

1.0 

0.24 

0.22 

0.22 

Barium  Crown 

1.0 

0.43 

0.41 

0.39 

2.0 

0.43 

0.40 

0.38 

4.0 

0.36 

0.33 

0.32 

2.3  30 LARI Z ATION 

The  xenon  flashlarns  used  as  laser  cavity  pump  sources 
have  emission  spectra  which  are  rich  in  the  blue  and  ultraviolet 
end  of  the  spectrum.  This  ultraviolet  light  tends  to  create 
color  centers  in  the  laser  rod  which  absorb  in  the  blue  and 
visible  regions  of  the  spectrum.  These  solarization  effects  are 
of  interest  because  (l )  the  absorption  may  extend  into  the  IR 
region  and  increase  cavity  losses  at  1  .06  |im.  (2)  the  absorption 
in  the  visible  region  tends  to  decrease  the  efficiency  of  the 
pump  source,  and.  (3)  because  absorption  at  wavelengths  other 
than  the  pump  band  generate  undesirable  thermal  gradients  in  the 
laser  rod. 

2.3.1  Transmission  Studies  of  Solarization 

A  cursory  investigation  was  made  of  the  effect  of  glass 
composition  on  solarization,  plus  a  slightly  more  detailed  in¬ 
vestigation  of  the  effect  of  glass  ingredients  which  serve  as 
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anti  solarizing  agents.  The  latter  either  introduce  absorption 
in  the  glass  near  the  blue  cut-off  of  the  visible  region  to 
screen  out  the  undesirable  ultraviolet  wavelengths,  or  are  ions 
which  readily  exist  in  a  glassy  matrix  in  more  than  one  valence 
state  to  minimize  the  formation  of  color  centers. 

The  Nd203  was  eliminated  from  the  glasses  used  in  this 
study  so  that  the  Nd,  +  -ion  absorption  bands  would  not  mask  any 
changes  in  transmission  due  to  solarization.  The  solarization 
samples  were  approximately  20  mm  square  with  a  thickness  of  2.0 
f  0.002  mm.  The  test  was  performed  by  suspending  the  sample 
inside  the  helix  of  an  FT-524  xenon  flashlamp  where  it  was  sub¬ 
jected  to  10  flashes  of  3200  J  each  at  3  minute  intervals.  The 
energy  was  delivered  to  the  lamp  from  a  320  pF  condenser  charged 
to  4.5  kV  with  an  inductance  of  0  to  150  |iH.  This  is  near  the 
upper  operating  limit  of  the  flashlamp  where  the  UV  content  of 
the  emission  is  relatively  high. 

Transmission  curves  were  obtained  before  and  after  the 
solarizing  process  using  a  Hardy  type  General  Electric  spectro¬ 
photometer  equipped  with  an  integrating  sphere  for  the  visible 
and  near  IR  and  a  Cary  14  spectrophotometer  for  wavelengths  below 
400  nrn  with  the  intensity  normalized  at  400  nm  to  the  GE  curves. 
The  spectra  in  Figures  9,  10,  11  and  12  show  the  effects  of 
solarization  on  Na-Ca-silica  glasses  vs  K  -Ba-silica  glasses, 
with  and  without  the  presence  of  Sba0  3  .  These  very  limited 
results  suggest  that  the  glasses  containing  lighter  alkali  and 
alkaline  earth  elements  tend  to  solarize  worse,  both  with  and 
without  the  presence  of  Sb20,.  The  Sb203  (or  As203  )  is  commonly 
added  to  the  glass  as  a  fining  agent  because  they  are  able  to 
exist  in  multiple  valent  states  and.  therefore,  aid  in  the 
reabsorption  of  absorbed  oxygen  in  the  glass  during  the  fining 
process. 


It  should  be  noted  in  the  samples  free  of  Sb203  that  the 
general  shape  of  the  solarization  absorption  consists  of  a  broad 
band  at  approximately  400  nm,  and  a  second  band  at  approximately 
550  nm,  followed  by  a  tail  which  extends  out  to  about  1000  nm. 
For  glasses  in  which  the  solarization  has  been  suppressed,  it  is 
not  unreasonable  to  expect  absorption  in  the  same  general  wave- 
length  regions,  thus,  even  though  the  effects  of  solarization 
have  been  reduced  the  data  on  these  2  mm  thick  samples  suggest 
that  absorption  at  1.06  pm  in  a  meter  long  rod  may  still  be 
serious  problem. 
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The  curves  in  Figures  13,  14  and  15  were  made  using  a 
Cary  14  spectrophotometer  (normalized  at  700  nm  to  the  above  GE 
instrument).  They  show  the  effects  of  the  addition  of  potential 
anti solarizing  agents  Sb.O, .  TiO,  and  CeO,  in  varying  amounts  and 
varying  combinations.  The  base  glass  in  this  case  was  a  barium- 

crown  of  slightly  different  composition  from  the  above  K-Ba-silica 
glass . 


Figure  13  suggests  that  the  addition  of  elements  which 
absorb  in  the  UV  but  are  not  able  to  change  valence  easily,  such 
as  Tio,  in  silica  glasses,  still  produce  solarization  throughout 
the  visible  region,  but  at  a  slightly  lower  degree.  The  addition 
of.Sbj.0-,  to  the  glass  which  provides  a  multivalent  ion.  but  only 
slight  LTV  absorption  characteristics,  results  in  a  solarized 
spectrum  which  absorbs  strongly  in  the  UV  and  the  blue  end  of  the 
region,  but  transmits  reasonably  well  at  500  nm  and  longer  wave¬ 
lengths.  The  addition  of  CeO,  to  the  glass  which  provides  both 
a  multivalent  ion  and  a  good  UV  absorber  appears  to  combine  the 
advantages  of  both  types  of  antisolarization  a  _nt.  Increasing 
the  concentration  of  TiO.  to  3  wf  .  Figure  1 4 .  “  uniformly  reduces 
the  degree  of  solarization  throughout  the  visible  region.  Attempts 
to  add  the  UV  absorption  characteristic  and  the  multivalent  ion 
characteristic  via  separate  agents  by  combining  Sbr03  and  TiOa  in 
the  glass  met  with  reasonable  success  when  the  TiO.  concentration 
was  3  wt".  This  resulted  in  a  glass  which  has  antisolarization 
characteristics  similar  to  the  CeO,  glass  in  Figure  13.  but  with 
better  transmission  in  the  ultraviolet  region.  The  addition  of 
Sb20?  and  CeOP,  Figure  15,  forms  a  solarization  couple  similar 
to  the  As.O.-CeO,  solarization  couple  reported  in  the  literature  0 
The  combination  of  1  wtfc  TiO,  and  1  wt"  CeO.  in  the  glass  gives 
essentially  the  same  result  as  CeO.  alone.  The  addition  of  1  wt  ' 
each  of  Sb,0 , .  TiOa  and  CeO,  shows  fairly  good  resistance  to 
solarization  in  contrast  to  what  might  be  expected  based  on 
reviews  in  the  literature  in  which  a  combination  of  CeO , .  TiO 
and  Asa03  resulted  in  a  highly  sensitized  solarization  couple." 

These  results  suggest  that  two  types  of  antisolarization 
protection  are  possible  within  the  glass,  each  with  a  character¬ 
istic  absorption  spectrum.  The  active  agent  in  one  case  consists 
of  a  UV  absorbing  ingredient.  Any  changes  in  transmission  re¬ 
sulting  from  solarization  of  these  glasses  are  similar  to  those 
of  unprotected  glasses,  hut  to  a  much  lesser  degree,  depending  on 
the  amount  of  UV  absorber  present.  The  active  agent  in  the 
second  case  is  an  element  which  readily  exists  in  multiple  valence 
states,  such  as  the  fining  agents,.  In  this  case,  changes  in 
transmission  resulting  fxom  solarization  occur  mainly  in  the 
shorter  wavelength  region. 
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Figure  13.  The  effect  of  Sb^03,  TiO^  and  CenK  on  the 

solarization  of  a  potassium-barium-silicate 

glass.  Transmission  beiore  ( - )  and  after 

(  )  solari zation  of  2  mm  thick  samples. 
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Figure  14.  The  effect  on  solarization  of  Sby0,  and  Ti02 
combined  plus  increased  Ti02  transmission  2 

before  ( - )  and  after  ( - )  solarication  of 

2  mm  thick  samples. 


2.3.2  Laser  Performance  vs  Solarization 


In  addition  to  the  study  on  the  optical  changes  produced 
by  solarization,  a  study  was  made  of  the  effect  of  solarization 
on  laser  threshold  and  slope  efficiency.  The  latter  study  is 
probably  more  pertinent  than  the  former  and  should  indicate  to 
what  extent  solarization  is  a  cosmetic  defect  and  to  what  extent 
it  actually  degrades  laser  performance. 

This  investigation  was  carried  out  on  a  series  of  glasses 
containing  various  antisolarization  agents  as  well  as  a  variety 
of  host  glass  compositions.  The  laser  cavity  in  this  study  con¬ 
tained  a  laser  rod  6  mm  in  diameter  by  30  cm  in  length  with  a  TIR 
roof  on  one  end  and  an  uncoated  flat  normal  to  the  rod  axis  on 
the  other  end.  These  end  reflectors  were  chosen  instead  of  the 
more  conventional  removed  dielectric  mirrors  in  order  to  minimize 
possible  variations  in  results  which  might  be  introduced  by  lack 
of  optical  homogeneity  in  the  rods.  Ten  pound  (4.5  kg)  melts  of 
glass  were  made  for  this  study  and  the  laser  rods  drawn  from  them 
were  of  fair  optical  quality  but  were  not,  in  general,  completely 
stria-free . 

A  single  linear  flashlamp  with  a  25*4  cm  arc  length  was 
used  as  a  pump  source.  This  was  optically  coupled  to  the  laser 
rod  with  a  tight  wrap  of  silver  foil.  The  flashlamp  was  energized 
from  a  power  supply  with  a  240  pF  storage  capacitance  equipped 
with  a  600  pH  inductor.  The  laser  cavity,  with  the  exception  of 
the  ends  of  the  laser  rod,  was  totally  immersed  in  a  liquid  which 
served  as  a  thermal  bath  in  all  cases  and  in  some  cases  as  ultra¬ 
violet  protection  in  addition.  Laser  output  energy  was  measured 
with  a  Model  101  TRG  thermopile  with  the  output  end  of  the  laser 
rod  actually  placed  inside  the  input  aperture  of  the  thermopile 
to  insure  that  all  the  output  laser  light  was  collected. 

The  general  procedure  for  evaluating  the  effect  of  solari¬ 
zation  was  as  follows.  First,  the  laser  cavity  was  filled  with  a 
15  percent  solution  of  sodium  nitrite  to  prevent  solarization  and 
data  were  taken  to  determine  an  unsolarized  value  of  slope  effi¬ 
ciency  and  threshold.  The  input  energies  ranged  from  approximately 
laser  threshold  energy  to  about  three  times  this  value;  i.e.,  300 
to  1000  joules  input.  Readings  were  taken  at  three  minute  intervals 
so  that  the  degree  of  cooling  of  the  laser  rod  by  the  surrounding 
bath  would  be  approximately  the  same  in  each  case. 

The  sodium  nitrite  was  then  removed  from  the  cavity,  the 
cavity  was  flushed  and  filled  with  distilled  water.  The  laser 
was  fired  10  times  at  three  minute  intervals  at  an  energy  input 
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of  1075  joules.  With  the  circuit  parameters  given  above,  this 
results  in  a  current  density  of  about  1000  amperes  per  square 
centimeter  in  the  flashlamp.  The  distilled  water  was  added  to 
provide  a  thermal  bath  as  previously  stated.  Since  the  spacing 
between  the  laser  rod  and  the  flashlamp  was  about  one  millimeter 
and  the  two  were  closely  wrapped  with  silver  foil  it  was  not 
expected  that  the  presence  of  water  would  provide  any  protection 
against  solarization  from  the  flashlamps. 

Finally,  the  distilled  water  was  removed  from  the  cavity 
and  replacedwith  sodium  nitrite  solution  again.  The  slope  effi¬ 
ciency  measurement  was  then  repeated.  The  latter  procedure  was 
followed  to  prevent  solarization  from  occurring  while  the  slope 
efficiency  measurement  was  being  made.  Curves  illustrating  the 
most  drastic  change  in  laser  threshold  and  slope  efficiency  as  a 
result  of  this  solarization  procedure  are  shown  in  Figure  16 


The  observed  changes  in  slope  efficiency  and  laser  thres¬ 
hold,  expressed  as  the  ratio  of  the  solarized  to  unsolarized 
values  are  given  in  Table  VII  for  several  different  glass  compo¬ 
sitions.  The  degree  of  solarization  is  indicated  by  the  decrease 
in  transmission  at  400  nm  produced  by  our  standard  solarization 
test  on  a  2  mm  thick  glass  sample.  The  400  nm  region  is  chosen 


Figure  16.  Change  in  laser  characteristics 
due  to  solarization  treatment 
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because  the  effect  is  large  in  this  region.  Also  included  in 
the  table  is  composit ional  information  on  the  base  glass  type, 
plus  specific  ingredients  which  might  effect  solarization  of  the 
glass.  As  may  be  seen  from  Table  VII.  the  change  in  values  of 
transmission  at  400  run.  slope  efficiency  and  laser  threshold  varies 
from  0  to  10  as  a  result  of  this  solarization'  treatment.  How¬ 
ever.  there  appears  to  bo  no  correlation  between  the  degree  of 
solarization  as  indicated  by  the  change  of  transmission  at  400  nm 
and  the  laser  properties  of  slope  efficiency  and  threshold.  There 
is  good  correlation  for  a  given  composition  between  the  transmission 
data  on  £  mm  thick  samples  at  400  nm  and  the  observed  discoloration 
of  a  laser  rod  made  following  the  solarization  treatment.  For 
example,  the  rod  made  from  glass  composition  1723  had  a  distinct 
reddish  discoloration  following  the  testing  procedure  whereas  the 
laser  rod  fabricated  from  glass  MG-1681  showed  no  discoloration 
when  viewed  by  eye. 

Because  of  the  lack  of  correlation  between  the  degree  of 
solarization  as  evidenced  by  transmission  changes  at  400  nm  and 
the  changes  which  occurred  in  the  lasing  characteristics  of  the 
glass,  a  more  detailed  investigation  was  made  of  the  factors 
affecting  laser  characteristics.  Glass  composition  MG-3835  was 
chosen  for  this  purpose  because  it  was  available  in  good  optical 
qualtiy,  thus  decreasing  the  possibility  of  spurious  results  due 
to  stria,  and  because  the  optical  study  showed  that  this  gla*~  had 
the  largest  change  in  transmission  at  400  nm  of  any  of  the  materials 
shown  in  Table  VII. 

In  order  to  determine  whether  the  decrease  in  laser  slope 
efficiency  and  the  increase  in  laser  threshold  energy  is  associated 
with  solarization  of  the  laser  rod  or  with  some  other  deleterious 
process  taking  place  in  the  laser  cavity,  the  following  test  was 
performed  on  a  'fresh'  laser  rod.  The  slope  efficiency  was  de¬ 
termined  as  described  previously  using  sodium  nitrite  in  the 
cavity  to  prevent  solarization.  This  was  followed  by  60  shots 
on  the  laser  rod  instead  of  the  10  shots  used  in  the  previous 
procedure  but  in  this  case  the  sodium  nitrite  solution  was  left 
in  the  cavity  to  prevent  solarization  of  the  rod.  Following 
this,  the  slope  efficiency  was  again  determined  in  the  usual 
manner.  No  color  change  was  observed  in  the  laser  rod  following 
this  procedure  indicating  that  no  solarization  had  taken  place: 
however,  the  slope  efficiency  had  decreased  from  3.1  percent  to 
2.9  percent  and  the  laser  threshold  had  increased  from  320  joules 
to  340  joules  between  the  initial  and  final  measurements,  compa¬ 
rable  to  the  results  on  MG-3835  in  Table  VII.  During  the  exposure" 
process  in  which  the  laser  rod  was  fired  at  1075  joules  input,  the 
output  energy  was  measured  on  every  fifth  shot  and  was  found  to 
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decrease  from  23.2  joules  output  to  about  21  joules  output.  Most 
of  the  decrease  appeared  to  occur  during  the  first  40  shots.  The 
temperature  of  the  water  bath  was  maintained  at  100  ±  1  F  (3 /.8  c) 

during  these  measurements  to  eliminate  the  possibility  of  variations 
in  output  due  to  temperature  changes.  As  a  check  to  insure  that 
the  change  in  laser  characteristics  was  not  due  to  a  thermal 
gradient  established  within  the  laser  rod  during  the  solarizing 
process,  the  system  was  allowed  to  set  overnight  and  slope  ef¬ 
ficiency  and  laser  theshold  remained  unchanged  at  2.9  percent  and 
340  joules,  respectively. 

The  laser  rod.  which  then  had  a  total  of  81  shots  on  it 
including  21  shots  acquired  during  the  three  efficiency  measurements, 
was  then  subjected  to  the  normal  solarization  procedure,  namely: 

(l )  the  slope  efficiency  was  determined  using  sodium  nitrite 
solution  to  prevent  solari zation .  (2)  the  sodium  nitrite  solution 

was  replaced  with  distilled  water  and  the  laser  was  fired  10  times 
at  1075  joules  input,  and  (3)  the  water  was  replaced  with  sodium 
nitrite  and  the  slope  efficiency  was  again  determined. 

By  visual  Inspection,  the  laser  rod  exhibited  a  reddish 
discoloration  after  the  first  shot  with  distilled  water  in  the 
cavity.  This  discoloration  was  even  more  strongly  evident  after 
the  third  shot.  The  measured  slope  efficiency  appeared  to  improve 
slightly  from  2.9  to  3.0  percent  and  the  laser  threshold  remained 
constant  at  325  joules  between  the  'before'  and  'after  measurements 
of  this  last  series.  The  temperature  of  the  bath  was  monitored, 
but  not  regulated  during  this  test  and  was  found  to  be  slightly 
higher  at  the  end  of  the  run.  It  is  not  clear  whether  the  slight 
apparent  increase  in  slope  efficiency  is;  (l )  due  to  this  tempera¬ 
ture  change.  (2)  is  in  fact  a  true  increase  in  slope  efficiency, 
or  (3)  represents  the  limit  of  error  of  the  measurement. 

These  latter  tests  strongly  suggest  that  the  changes  in 
laser  characteristics  reported  in  Table  VII  were  due  to  some  kind 
of  an  aging  procesis  since  these  changes  were  also  observed  in  the 
latter  tests  when  no  visible  solarization  occurred  in  the  rod. 
Furthermore,  once  this  'aging"  had  taken  place,  the  laser  rod  could 
be  '  solarized"  as  indicated  by  a  visual  reddening  of  the  rod  with¬ 
out  changing  the  laser  characteristics  of  the  rod.  Actual  data  are 
restricted  to  just  this  one  case  in  which  Sb., 0 .<  was  used  as  the 
antisolarizing  agent. 

An  attempt  to  repeat  the  initial  phase  of  the  work  at  a 
hiqher  level  of  solarization  by  increasing  the  peak  current  density- 
in  the  f  lashlamp  to  2500  A /cm  was  unsuccessful  due  to  flashlamp 
failure  at  this  current  density. 
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THERMAL  PROPERTIES 


r- 


2.4 

The  thermal  conductivity  and  specific  heat  were  measured 
under  a  subcontract  to  Battelle  Memorial  Institute  to  character¬ 
ize  the  glass  more  completely.  A  temperature  range  from  100  C 
to  -180  C  was  used  in  the  measurements.  The  results  of  these 
measurements  are  given  in  Table  VIII.  Two  quite  different  glass 
compositions,  a  flint  and  crown  glass,  were  chosen  for  the 
measurement.  The  values  in  the  table  are  in  fair  agreement  with 
published  data  in  the  literature^  for  a  third  composition,  "white 
plate  glass."  These  data  suggest  that  for  silicate  based  glasses 
thermal  conductivity  and  specific  heat  values  do  not  change 
greatly  as  a  function  of  composition. 


TABLE  VIII. 

Thermal 

Conductivity  and 

Specific  Heat 

Temperature 

Cc) 

Thermal  Conductivity 
(watt  cra*r  cm  C-1  ) 

Specific 
(cal  g"1 

Heat 
°C“1  ) 

Flint 

Crown 

Flint 

Crown 

-194 

— 

— 

0.045 

}.o6o 

-180 

0.0049 

0.0049 

0.051 

0.070 

-150 

0.0058 

O.OO58 

0.060 

0.080 

-100 

0.0069 

0.0069 

0.077 

0.109 

-  50 

0.0073 

0.0074 

0  096 

0.127 

0 

0.0077 

0.0080 

0.107 

0.140 

50 

0.0080 

O.OO85 

0.115 

O.I56 

100 

0.0084 

0.0091 

0.128 

0.169 
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ATHERMALI Z ATION 


To  obtain  diffraction  limited  beams  from  laser  devices 
.is  not  only  necessary  to  have  good  optical  quality  glass 
initially,  but  also  to  have  no  distortion  generated  in  the  laser 
cavity  during  the  pumping  process.  Optical  distortion  usually 
occurs  however,  due  to  a  pump  induced  non-uniform  temperature 
distribution  in  the  laser  rod.  with  a  proper  resonant  cavity 
esiqn  and  a  properly  chosen  glass  composition  athermalized  laser 

systems  i.e.  those  which  are  free  of  thermally  induced  distortion, 
appear  to  be  feasible. 


c  • 5  *  1  Athermalization  Theory  and  Procedu 


re 


For  optically  pumped  laser  rods,  changes  in  the  optical 
path  length  of  the  cavity  may  arise  from  three  fac:'  rs.  First 
pump  induced  non-uniform  changes  in  temperature  let  to  an  elonqa- 
tion  °f  the  rod  as  governed  by  the  coefficient  of  t  lermal  expansion. 
Q,  of  the  glass.  Second,  this  non-uniform  temperal  »re  distribution 
will  also  cause  a  non-uniform  change  in  the  index  of  refraction 
due  to  the  thermal  coefficient  of  the  index  of  refraction,  an. 
Finally,  thermal  gradients  in  the  glass  produce  stresses,  which 
result  in  index  changes  and  birefringence  due  to  the  stress- 
optical  coefficient  of  the  glass,  B. 

Morey  points  out  that  the  parameter  commonly  referred  to 
as  the  stress-optical  coefficient  is  actually  the  difference  at 
any  given  point,  between  the  stress-optical  coefficients  for' light 
polarized  at  right  angles  to.  and  the  light  polarized  parallel  to 
the  force  producing  the  stress  as  viewed  from  a  mutually  perpen- 
icu  ar  direction.  This  parameter  more  accurately  describes  the 
birefringence  produced  by  stress  and  it  will  therefore  be  referred 
o  ere  as  the  stress  birefringence'  coefficient,  AB.  Following 
Morey  s  notation,  the  term  stress-optical  coefficient  will  be 
reserved  for  the  change  in  refractive  index  between  the  stressed 
and  unstressed  states  as  indicated  below. 


nz  ~n  Bipy  »  ny  -  n  =  B||Py  and  B  „  -  B  x  =  AB 


where  Py  is  a  thrust  in  the  y  direction  Bx  and  B  are  the  stress- 

?Pt^al^COGff^CientS  in  directions  Perpendicular  to.  and  parallel 
to  the  direction  of  thrust  respectively. 


The  genera1,  approach  to  the  problem  of  athermalizing  laser 
glass  is  to  derive  an  expression  for  the  change  in  the  optica] 
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pathlength  for  various  rays  and  polarizations  in  the  cavity  in 
terras  of  temperature  dependent  parameters,  which  may  be  set  equal 
to  zero.  Since  the  stress-optical  coefficient  is  a  function  of 
the  plane  of  polarization  of  the  light,  expressions  must  be  de¬ 
rived  for  the  changes  in  pathlength  in  both  the  radial  and  tan¬ 
gential  planes  of  polarization.  Unlike  the  coefficients  of  ind^x 
and  expansion  which  are  functions  of  temperature  at  the  point 
under  consideration,  the  stress-optical  coefficient  is  a  function 
o  stress  which  may  arise  from  temperature  changes  in  adjacent 
areas  and  therefore  the  physical  shape  of  the  laser  rod  and  its 
overall  temperature  di stribtut ion  must  be  considered. 


In  the  original  analysis  of  this  problem  by  Snitzer  of 
American  Optical  Corporation,  the  effects  of  expansion,  index 
changes  and  stress  on  the  optical  pathlength  were  considered  for 
two  extreme  physical  configurations.  In  one  case  the  ratio  of 
length,  L.  to  radius,  a,  is  much  greater  than  unity  and  the 
condition  of  plane  stress  exists,  i.e..  the  stress  exists  only  in 
a  plane  perpendicular  to  the  axis  of  the  rod.  In  the  other  case, 
the  ratio  L  a  is  much  less  than  unity  and  the  condition  of  plane 
s  rain  exists.  Assuming  a  radial  temperature  distribution  and 
choosing  an  appropriate  value  of  the  stress-optical  coefficient 
rom  the  literature  (that  is.  the  stress  birefringence  as  defined 
above J  the  range  of  values  for  a  and  a  which  produce  zero  path 
difference  between  the  center  and  the  edge  of  the  rod.  were  de¬ 
termined  for  these  extreme  configurations.  All  other  configura¬ 
tions  would  fall  between  these  extremes  and  require  intermediate 
values  of  these  parameters. 


Subsequently,  a  more  rigorous  analysis  was  carried  out  by 

?urP  h-  °f.^.for  thG  case  of  L/a  >  1  with  a  cylindrical  tempera¬ 
ture  distribution.  It  includes  the  distinction  between  stress 
birefringence,  AB,  and  the  stress-optical  coefficients  B,  and  B 
Fr.om  these  analyses,  one  obtains  the  following  equations  for  the 
radially  polarized  and  tangential  polarized  differences  in  path- 
lengths.,  APr(r)  and  APe(r},  for  beams  of  light  a  distance  r  from 
the  axis  as  compared  with  the  ray  through  the  axis  where  E  is 

Young  S  modulus,  a  is  Poisson's  ratio  and  T(r)  is  the  temperature 
distribution. 


APr(r)  =  L  {  [non  -  (2Bj]  T(r) 


*  r~o  [B  •  B-J  b  f  T(r)  rdr 

0 

+  [2a  (n-1 )  -  (3Bi  +  Bjl)J  J.  JA  T(r)  rdrj 


(4; 


APp(r)  =  L  |[non  +  2L.  (B  +  Bj]  T(r) 

*  f^a  [B‘  '  B  ]  ~b  /r,r(r)  rdr  (5) 

o 

+  ^2a  (n-1 )  -  (3BX  -r  B„)]  ~~r  J  T(r)  rdrj 


In  both  Eqs.  (4)  and  (5)  only  the  first  two  terms  are 
radius  dependent.  The  third  term  is  therefore  only  capable  of 
introducing  changes  in  pathlength  which  will  result  m  a  change 
in  the  wavelength  of  the  laser  radiation  and  will  not  distort  a 
plane  wave  passing  through  the  laser  system.  The  athermalization 
of  the  glass  is  feasible  because  the  value  of  the  thermal  coef¬ 
ficient  of  the  index  of  refraction  at  1.06  p.m  may  be  varied,  as 
a  function  of  glass  composition,  from  about  -40  >;  10“ "  /  C  to 
about  +40  x  lo~v/°C. 

The  conditions  necessary  for  athermalization,  i.e., 

AP  =  0,  are  thus  determined  by  the  first  two  terms  of  Eqs.  (4) 
and  (5).  In  general,  to  make  AP  equal  zero  the  quantities  in 
the  square  brackets  must  be  made  equal  to  zero.  Two  general 
cases  exists;  Case  I  in  which  Bx  =  B  ,  that  is  stress-birefringence 
(AB)  is  zero  and  Case  II  in  which  Bx  ~  B  |. 

CASE  I 

If  Bx  =  B ||  the  second  terms  in  Eqs.  (4)  and  (5)  vanish 
since  the  quantity  within  the  square  bracket,  AB,  equals  zero. 

In  addition,  the  first  terms  become  identical  and  the  change  in 
pathlength  is  the  same  for  both  directions  of  polarization  as 
prescribed  for  the  case  of  zero  birefringence.  In  order  to  make 
the  AP's  equal  zero  the  quantity  within  the  square  brackets  in 
the  first  terms  must  equal  zero,  i.e. 

nan  +  (2B)  =  0  .  (6) 


To  satisfy  this  equation,  the  value  of  an  must  be  a  negative 
quantity  since  the  other  parameters  in  the  equation  are  positive 
and  a  is  less  than  unity. 
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At  the  present  time  the  only  glass  known  to  have  zero 
stress-birefringence  is  one  introduced  by  Pockels1  containing 
about  76  wt£  lead  oxide.  Unfortunately,  this  glass  has  a  positive 
value  of  Qn  at  room  temperature  and  above  and  therefore  Eq.  (4) 
will  not  be  satisfied.  Lowering  the  temperature  shifts  an  toward 
more  negative  values,  but  there  are  insufficient  data  at  the  pre¬ 
sent  time  to  tell  if  the  shift  would  oe  sufficient  in  this  case. 
One  of  our  goals  therefore  was  to  determine  the  effect  of  glass 
composition  on  A3,  so  that  the  feasibility  of  developing  other 
zero  stress-birefringence  glasses  may  be  determined. 

CASE  II 


When  Bx  and  B u  are  not  equal  the  glass  exhibits  stress- 
birefringence  and  the  values  of  APr(r)  and  APu(r)  are  never 
equal  as  may  be  seen  from  Eqs.  (4)  and  (5)»  It  is  no  longer 
possible  to  choose  a  set  of  parameters  for  Eqs.  (4)  and  (5)  such 
that  APr  and  AP0  are  both  zero.  Two  alternative  methods  of 
athermalization  were  therefore  considered  in  which  the  pathlength 
for  a  ray  near  the  edge  of  the  laser  is  made  equal  to  the  path- 
length  along  the  center  of  the  rod. 


The  first  method  is  to  choose  the  parameters  such  that 
the  average  pathlength  for  the  two  directions  of  polarization  near 
the  edge  of  the  rod  is  equal  to  the  pathlength  at  the  center  as 
shown  in  Eq.  (7). 


APr(r)  +  APe(r) 


=  \  [2nQn 


+ 


aE  /_ 
— a  (B» 


3BJ]  T(r)  *  0 


(7) 


or 


2nan  +  2S-  (B(1  +  3Bj  =  0 


(8) 


A  cavity  design  is  chosen  such  that  the  direction  of  polariza¬ 
tion,  for  a  ray  oscillating  within  the  cavity,  alternates  between 
radial  and  tangential  for  each  successive  passage  through  the 
active  laser  element.  Two  such  systems  are  shown  in  Figure  17 
(a  and  b).  In  Figure  17a,  a  45°  Faraday  rotator  is  interposed 
between  the  laser  rod  and  the  totally  reflecting  end  mirror. 

Thus,  a  tangentially  polarized  ray  will  become  a  radially  polar¬ 
ized  ray  in  the  process  of  being  totally  reflected  at  this  end 
of  the  cavity  and  vice  versa.  This  results  in  a  pathlength  at 
the  edge  of  the  rod  which  is  the  average  of  the  optical  pathlengths 
of  these  two  planes  of  polarization  as  the  light  passes  back  and 
forth  between  end  reflectors.  A  similar  result  can  be  achieved 
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in  a  cascaded  system  as  shown  in  Figure  17b  by  introducing  a  90° 
Faraday  rotator  between  the  laser  components. 


|  c  L _L' 1  ! 

4*»-fARAi.:A  1 
&Q TAT 

(Q  ) 
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b) 


Figure  1J.  Schematic  diagrams  of  lasers 

with  compensating  Faraday  rot' .ors 

The  second  method  of  making  the  pathlength  at  the  edge  of 
the  rod  equal  to  that  of  the  center,  for  the  case  where  Bx  and 
B ||  are  not  equal,  is  as  follows.  The  edge  and  center  pathlengths 
are  made  equal  either  for  rays  which  are  tangentially  polarized 
or  for  those  which  are  radially  polarized,  but  not  both.  The 
cavity  is  then  operated  only  in  that  mode  for  which  the  path- 
lengths  are  equal,  i.e.,  if  the  pathlengths  are  equal  for  radially 
polarized  light  then  Lhe  radially  polarized  1M-,  x  mode  is  excited 
and  if  tangentially  polarized  paths  are  of  equal  length,  the  TEC x 
mode  is  excited. 

To  develop  a  material  which  will  satisfy  the  conditions 
of  either  Case  I  or  Case  II  above,  a  knowledge  of  the  compositional 
dependence  is  required  for  the  various  parameters  involved.  For 
this  purpose  a  series  of  glass  compositions  was  designed  to  provide 
maximum  information,  but  not  necessarily  useable  laser  compositions 
Bach  of  the  more  commonly  used  glass  ingredients  was  included  in 
at  least  four  different  concentrations  which  covered  a  range 
equalling  or  exceeding  that  normally  encountered  in  glass  tech¬ 
nology.  Individual  glasses  contained  from  six  to  nine  oxides. 

Since  the  resulting  data  were  to  be  submitted  to  a  regression 
analysis,  care  was  taken  to  be  sure  that  no  cross-correlation  in 
composition  existed  between  glasses,  that  is,  that  the  ratio  of 
concentrations  of  «ny  two  ingredients  in  one  glass  is  not  repeated 
in  any  other  glass.  The  series  also  contained  some  of  the  less 
commonly  used  ingredients.  These  compositions  are  given  in 
Table  IX. 


A  knowledge  of  the  effect  of  these  glass  ingredients  on 
the  above  parameters  should  provide  the  flexibility  required  for 
the  athermali zation  schemes  suggested.  To  acquire  this  informa¬ 
tion  the  general  procedure  is  to  collect  enough  data  to  make  the 
results  significant  and  then  subject  it  to  a  regression  analysis. 
Accuracy  in  the  present  case  may  suffer  from  the  limited  number  of 
glasses  involved  in  this  analysis.  It  should  also  be  borne  in 
mind  that  some  parameters  may  not  have  a  simple  dependence  upon 
composition,  i.e.  that  the  regression  equation  may  be  complex  and 
thus  more  difficult  to  determine.  Our  experience,  however,  suggests 
that  this  technique  is  a  useful  tool  for  determining  trends  which 
are  composition  dependent. 

2.5*2  Stress-Birefringence  Coefficient 

Stress-birefringence  measurements  were  made  to  provide  data 
for  an  analysis  of  AB  as  a  function  of  composition  in  an  attempt  to 
develop  glasses,  other  than  the  present  Pockels  glass,  which  would 
have  zero  birefringence.  The  stress-birefringence  is  measured  by 
a  system  originally  described  by  Cornu1 1  in  which  a  rod  of  glass 
with  rectangular  cross  section  is  flexed  o'^r  a  double  fulcrum 
system.  The  measurement  of  retardation  due  to  stress  from  a  known 
applied  force  is  made  between  the  two  inner  fulcrum  points  using 
a  quartz  wedge. 

In  addition  to  the  above  series  of  compositions,  a  variety 
of  different  types  of  glass  were  measured  including  some  non¬ 
silicate  glasses.  The  range  of  AB  values  for  non-lead  containing 
glasses  varied  from  -0.69  to  -2.8  Brewsters  for  the  series  and 
from  -0.5  to  -4.7  Brewsters  for  all  glasses  measured.  The  highest 
value  was  for  a  germanate  glass,  the  two  lowest  values  were  ob¬ 
tained  with  a  phosphate  glass  and  a  Bi  containing  glass. 

A  regression  analysis  of  the  stress-birefringence  coef¬ 
ficient  as  a  function  of  glass  composition  was  made  resulting  in 
the  regression  coefficients  b^  listed  in  Table  X  for  the  glass 
ingredients  listed  therein.  These  results  show  some  general 
trend  in  the  effects  of  composition  on  stress-birefringence,  but 
the  accuracy  of  the  regression  coefficients  in  general  are  too 
poor  to  give  any  strong  indications  of  new  compositions  which 
might  lead  to  glasses  with  zero  stress-birefringence.  Lead  oxide 
glasses  were  not  included  in  this  analysis  study  because  glasses 
of  the  Pockels  type  are  not  particularly  good  laser  materials  and 
have  the  disadvantage  that  their  thermal  coefficient  of  refractive 
index  is  a  positive  value  whereas  a  negative  value  is  required 
to  satisfy  the  conditions  of  ci  thermal  i  zation  as  previously  stated. 
The  51  glasses  included  in  this  analysis,  their  measured  stress- 


birefringence  coefficients  AB  and  the  values  of  stress— bire¬ 
fringence  calculated  from  the  regression  coefficients  listed  in 
Table  X  are  tabulated  in  Table  XI  . 

The  comparison  between  measured  and  calculated  values  in 
Table  XI  was  made  in  an  attempt  to  provide  some  insight  into  the 
reasons  for  the  poor  a-values  in  Table  X.  Considering  these  cj- 
values,  the  agreement  between  measured  and  calculated  values  of 
AB  was  supri singly  good.  It  is  assumed  that  the  uncertainty  in 
the  regression  coefficient  values  is  probably  due  to  the  fact 
that  for  some  of  these  values  only  a  few  glasses  containing  the 
glass  ingredient  in  question  were  available  for  analysis  or  that 
the  range  of  concentration  in  some  cases  may  have  exceeded  the 
region  '-'f  linear  dependence. 

From  these  results  it  would  appear  that  the  chances  were 
rather  remote  for  obtaining  a  satisfactory  laser  glass  material 
in  which  the  stress-birefringence  was  zero  and  the  conditions  for 
athermalization  in  Case  I  could  be  satisfied.  Future  efforts 
to  obtain  an  athermalized  material  would  therefore  be  confined  to 
Case  II  in  which  the  stress-optical  coefficients  differ  for  rays 
polarized  parallel  to  and  perpendicular  to  the  direction  of  thrust. 

2.5.3  Thermal  Coefficient  of  Refractive  Index 

The  technique  used  for  the  measurement  of  the  thermal  co¬ 
efficient  of  refractive  index,  an,  is  based  on  the  fact  that  the 
output  spectrum  of  a  laser  rod  in  a  laser  cavity  which  uses  a 
thin  plate  of  transparent  material  as  the  output  reflector  is 
controlled  by  the  optical  thickness  of  that  thin  plate.  This 
occurs  because  the  reflectivity  of  the  plate  increases  from  the 
normal  Fresnel  reflectance  of  4'!  per  surface,  in  the  case  of  crown 
glass,  to  about  16>  at  those  wavelengths  for  which  the  optical 
thickness  of  the  plate,  nL,  is  equal  to  an  odd  number  of  1/4  wave¬ 
lengths,  i.e. 


nL  =  (2N  +  1)  k/4 


(9) 


where  n  is  the  index  of  refraction,  L  is  the  physical  thickness 
of  the  plate,  N  is  an  integer  and  the  resulting  k's  are  possible 
laser  emission  wavelengths  if  located  within  the  fluorescent 
emission  bandwidth.  When  the  temperature  is  changed,  both  the 
physical  thickness  and  the  index  of  refraction  of  the  glass  plate 
will  change  and  thus  the  wavelength  at  which  laser  action  may 
take  place  will  shift.  This  shift  is  governed  by  the  following 
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TABLE  X.  Regression  Coefficients  (b^ )  of  the 

Stress-Birefringence  Coefficient  (AB) 


PERIODIC 

GROUP 

GLASS 

COMPONENT 

REGRESSION 

COEFFICIENT 

a  (rms 

deviation) 

RANGE  OF 

Xi  VALUES  (Wt') 

IA 

Li2  0 

0.007 

0.047 

0-7.7 

Na20 

-0.007 

0.020 

0-24.1 

K20 

-0.003 

0.020 

0-30.1 

Rb?0 

-0.012 

0.011 

0-40.6 

ITA 

CaO 

-0.001 

0.047 

0-34.2 

BaO 

0.002 

0.006 

0-51 .4 

IIB 

ZnO 

-0.051 

0.060 

0-9.0 

IIIA 

Ldo  0  3 

-0.012 

0.020 

0-22.0 

CeO^ 

-0.030 

0.109 

0-5-0 

Nd203 

-0 .063 

0.048 

0-7.0 

IIIB 

B  2  0  3 

-0.012 

0.019 

0-15.0 

Al2  03 

-0.068 

0.031 

0-22.0 

IVA 

Ti02 

-0.046 

0.015 

0-42.0 

IVB 

Si02 

-0.033 

0.007 

0-70.4 

SnO 

-0.040 

0.140 

0-3.1 

VA 

Nb203 

-0.034 

0.030 

0-15.4 

Ta20£ 

-0.042 

0.022 

0-26.3 

VB 

P20f 

-0.013 

0.009 

0-73.1 

Sb303 

0.086 

0.088 

0-4.2 

Bi203 

-0.009 

0.006 

0-85.0 

TABLE  XI.  Comparison  of  Measured  and  Calculated 
Values  of  Stress-Birefringence 


COMPOSITION 

NUMBER 

AB  (BREWSTERS ) 
MEASURED  CALCULATED 

1  COMPOSITION 
NUMBER 

AB  (BREWSTERS) 
MEASURED  CALCUIATED 

MG-256 

-2.6 

-2.3 

MG-1267A 

-1  .2 

-1.7 

MG -3 72 

-0.5 

-0.6 

MG-1268C 

-2.0 

-1.4 

mg-467 

-2.6 

-2.6 

MG -1269A 

-2.5 

-2.3 

MG-702D 

-2.9 

-2.7 

MG-1270A 

-2.2 

-2.1 

MG-1015A 

-1.2 

-1 .2 

MG-1271B 

-2.2 

-2.4 

MG -1050 A 

-3.1 

-3  .0 

MG-1272A 

-2.3 

-2.1 

MG-1191A 

-2.2 

-2.27 

MG-1273A 

-1.4 

-1 .6 

MG-1192B 

-1.9 

-1.7 

MG-1274B 

-2.2 

-2.3 

MG-1 1 94a 

-2.1 

-2.0 

MG-1275A 

-2.3 

-2.2 

MG-1195A 

-2.4 

-2.5 

MG-1276A 

-2.0 

-1.2 

MG-1 196a 

-2.2 

-2.1 

1  MG-1465A 

-1.9 

-1 .2 

MG-1197A 

-1.3 

-1.6 

!  MG-1466B 

-2.5 

-2.3 

MG -1200A 

-2.3 

-2.2 

MG-1467A 

-2.4 

-2.2 

MG-1201A 

-1.6 

-2.3 

mg -1468a 

-2.3 

-2.3 

MG-1203A 

-2.2 

-2.1 

MG-1479B 

-2.1 

-2.2 

MG-1204A 

-2.2 

-1.9 

MG-14803 

-0.6 

-0.9 

MG  —  1 2 1 7 A 

-2.0 

-2.3 

mg— 1482a 

2.3 

-2.4 

MG-1233B 

-1.5 

-1.6 

MG-1 48 9A 

-2.2 

-2.0 

MG-1248B 

-2.2 

-2.1 

MG-1504A 

-1.5 

-1  .2 

MG-1260A 

-0.9 

-2.0 

MG-1514A 

-1.5 

1 .3 

MG -1261b 

-2.6 

-2.3 

3255 

-2.5 

-1.9 

MG-1262B 

-1.6 

-1.8 

3403 

-2.8 

-2.2 

MG-1263A 

-1 .6 

-2.2 

3669 

-2.6 

-2.6 

MG -126 4 A 

-0.7 

-2.1 

3832 

-2.6 

-2.4 

MG-1266B 

-2.8 

-1.8 

3835 

•2.4 

-2.7 

EB-20B 

-2.6 

-2.5 
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expression  which  is  obtained  from  Eq .  (9).  namely 


or 


dL  ^  dn  dk 
LdT  '  ndT  "  kdt 


(10) 


(ID 


where  a  is  the  conventional  expansion  coefficient.  an  is  the 
thermal  coefficient  of  refractive  index  and  aT  is  the  coefficient 
of  the  shift  in  wavelength  of  the  laser  emission  as  a  function 
of  temperature. 

The  apparatus  for  measuring  aT  is  shown  schematically  in 
Figure  18 . 
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Figure  18 .  Schematic  diagram  of  apparatus  for  measuring  thermal 
coefficient  of  the  index  of  refraction 


A  neodymium  laser  was  used  in  the  experiment  because  we  wished 
to  measure  an  at  the  1.06  jxm  wavelength.  The  material  to  be 
measured  is  fabricated  into  a  plate  about  0.5  mm  thick  with  the 
surfaces  of  the  plate  polished  to  an  optical  parallelism  of  about 
5  fringes  or  less  per  centimeter.  This  plate  which  serves  as  the 
front  reflector  of  the  laser  rod  is  placed  in  a  furnace  fabricated 
from  a  solid  block  of  copper  to  provide  thermal  stability.  Light 
from  this  laser  system  is  focused  upon  the  slits  of  a  Model  No. 
70-32  Jarrell-Ash  grating  spectrometer  and  the  resulting  spectra 
are  recorded  on  infrared  sensitive  Kodak  type  1-Z  spectroscopic 
plates.  Exposures  are  made  at  several  different  temperatures  in 
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Spectra  of  a  typical  glass  sample  as  a  function  of  tern 
ture  are  shown  in  Figure  19.  As  may  be  seen,  the  width  of  the 
fluorescent  envelope  increases  slightly  with  temperature  and  t 
position  of  individual  emission  lines  within  the  envelope  shif 
slightly  with  each  change  in  temperature. 
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or 
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Figure  19.  Spectral  output  of  a  glass  laser  with  a  thin  plate 
acting  as  a  reflection  filter  for  various  temperatt 
of  the  plate. 


This  shift  in  emission  wavelengths  is  measured  on  the  1 -Z  plat< 
and  from  this  data  a  curve  of  A> />  vs  T  is  plotted,  the  slope  < 
which  is  Of .  These  plots  are  not  necessarily  straight  lines, 
since  the  expansion  coefficient,  o.  is  not  a  true  constant  witl 
to  temperature.  Careful  expansion  measurements  by  Kishii  sh< 
the  curve  over  the  range  25  to  125  C  usually  shows  a  very  slig] 
increase  in  rate  of  expansion  as  temperature  increases.  Bv  mal 


a  separate  measurement  (cf.  Section  2.5*4)  of  the  thermal  expan¬ 
sion  coefficient  (a)  and  plotting  AL/L  vs  temperature  on  this 


same  graph  with  the  a«p,  as  shown  in  Figure  20,  it  is  possible  to 
take  the  difference  between  these  two  curves  cn  a  point  by  point 
basis  and  plot  these  difference  values  to  determine  the  curve  for 
An/n  as  a  function  of  temperature,  the  slope  of  which  is  an . 


Figure  20.  Effect  of  temperature  on  the  parameter  X  where  X 
may  be  length  (l),  emission  wavelength  (k)  or 
refractive  index  (n).  The  slopes  of  the  curve 
are  a,  aT  and  an  respectively.  The  curve  for  an 
is  derived  from  the  other  two  curves. 


Results  of  this  measurement  for  the  compositions  in 
Table  IX  are  given  in  Table  XII.  In  order  to  satisfy  the  conditions 
for  athermalizati on  set  forth  in  either  Eqs.  (6)  or  (8),  an  must 
be  a  negative  value,  as  previously  stated.  If  all  other  parameters 
were  constant  this  would  suggest  that  the  ratio  of  an/a  should  be 
as  large  a  negative  value  as  possible.  Regression  coefficients 
of  an  are  given  in  Table  XIII.  Values  of  this  preliminary  figure 
of  merit  are  also  included  in  Table  XII. 
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TABLE  XII.  Thermal  Coefficient  of  Refractive  Index. 

and  Preliminary  Athormalization  Figure-of 
Merit 


GLASS 

Q  n 

NUMBER 

(\10~  ) 

on'0 

1175 

35 

0.42 

1191 

-  5 

-0.05 

1192 

3 

0.04 

1103 

13 

0.19 

1194 

5 

0.04 

1195 

8 

0.09 

1106 

-  9 

-0.10 

11Q7 

-15 

-0 . 16 

1199 

-16 

-0.13 

1200 

-13 

-0.13 

1201 

-16 

-0.16 

1202 

0 

0 

1203 

-15 

-0.12 

1204 

-29 

-0.24 

1233 

-20 

-0.15 

1260 

-16 

-0.15 

1261 

-11 

-0.13 

1262 

-11-5 

-0.14 

1263 

-24.5 

-0.22 

12^4 

-  9 

-0.09 

1266 

-  4 

-0.04 

1267 

-12.5 

-0.11 

1268 

10 

0.09 

1269 

8 

0.12 

1270 

-28 

-0.24 

1271 

0 

0 

1273 

-18 

-0.18 

1274 

-12.5 

-0.13 

1275 

0 

0 

1276 

-21 

-0.19 

1465 

-  5-7 

-0.06 

1467 

7 

0.08 

1468 

11 

0.15 

3835 

-11 

-0.11 

f - - 1 

— ■  "  ■  “ — ■ - - - - 


TABLE  XIII. 

Correlation 

Coefficient 

Coefficient  for  Composition  vs  Thermal 
of  Refractive  Index 

Periodic 

Glass 

Correlation 

Standard 

Group 

Ingredient , 

n 

Coefficient,  A 

Deviation,  a 

n 

n 

I  A 

LirO 

-1.88 

0.49 

Na.,0 

-2.33 

0.21 

K20 

-2.30 

0.19 

Rb20 

-1 .20 

0.11 

II  A 

CaO 

-0.16 

0.21 

Bao 

-0.70 

0.10 

II  B 

ZnO 

0.5B 

0.97 

III  A 

NdrO, 

0o2b 

0.54 

III  B 

BPC, 

0.2 

AlpO, 

1.66 

0.7 

IV  A 

TiO? 

0.67 

0.9 

ZrOa 

— 

IV  B 

Si02 

0.36 

0.08 

PbO 

0.30 

0.06 

V  B 

Sb_0, 

2.14 

0.8 

51 


2.5.4  Coefficient  of  Thermal  Expansion 

Expansion  coefficient  measurements  required  for  the 
determination  of  an  (Section  2.5*3)  were  made  on  the  series  of 
glasses  in  Table  IX.  A  Chevenard  dilatometer  was  used  to  make 
these  measurements.  This  instrument  detects  changes  in  length 
by  means  of  an  optical  lever  which  has  one  leg  on  the  unknown 
sample  and  one  of  the  other  legs  on  a  known  standard  which  serves 
as  a  temperature  monitor. 

A  regression  analysis  of  these  results  was  made  using  the 
expression 

Q  -  M  b^x^  .  (12 ) 


where  x^  is  the  concentration  of  the  ith  ingredient  expressed  in 
weight  percent  and  b^  is  the  regression  coefficient  or  weighting 
factor  for  that  ingredient.  Values  of  b^  obtained  in  this  manner 
are  shown  in  Table  XIV.  The  values  of  a  are  the  root-mean-square 
(rms)  deviations  of  bi  predicted  by  the  analysis.  The  equation 
used  in  the  analysis  is  undoubtedly  an  oversimplification  of  the 
actual  situations;  in  particular,  the  coefficient  for  SiOa  is^not 
a  linear  function  of  composition  as  noted  in  the  literature. 

Error  introduced  by  this  non-linearity  will  show  up  as  an  increase 
in  the  values  of  a.  Despite  this  oversimplification,  the  trends 
appear  to  be  in  general  agreement  with  the  available  published 
data.  The  present  study  covers  a  wider  variety  of  glass  ingredi¬ 
ents  and  provides  continuity  with  the  other  parameters  being 
studied. 


For  the  sake  of  comparison.  Table  XIV  also  includes  values 
of  b-  obtained  by  Hall13  which  he  arrived  at  by  ' inspection  and 
trial, "  plus  values  of  b^  obtained  using  Hall/s  data  and  the  above 
regression  analysis  technique.  As  shown  in  the  table,  the  agree¬ 
ment  is  fairly  good. 

Although  the  rationale  for  choosing  the  glass  compositions 
given  in  Table  IX  was  to  provide  maximum  variation  in  composition, 
the  preliminary  figure  of  merit  in  Table  XII  would  indicate  that 
a  significant  improvement  in  the  athermal  properties  of  the  glass, 
with  respect  to  MG-3835.  had  already  been  achieved.  Based  on 
these  results  and  on  preliminary  tejts  of  pump  induced  distortion 
(Section  2.5.7)  in  MG-1204  type  glass  containing  2.5  wt $  Nd203 
(MG-1750),  a  second  series  of  athermal  glass  compositions  was 
prepared.  These  compositions,  given  in  Table  XV,  were  prepared 
in  hopes  of  improving  still  further  the  athermal  properties  of 
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TABLE 

XIV.  Regression  Coefficients  of  the 
Coefficient  of  Expansion 

Periodic 

Hall's 

from 

Group 

xi 

bi 

a 

bi 

Hall's  data 

IA 

Li20 

0.49 

0.06 

Na20 

0.43 

0.008 

0.38 

0.44 

Ko  0 

0.35 

0.008 

0.30 

0.34 

Rb20 

0.21 

0.004 

— 

— 

IIA 

CaO 

0.12 

0.04 

0.15 

0.16 

BaO 

0.15 

0.02 

0.12 

0.13 

IIB 

ZnO 

0.08 

0.16 

0.10 

0.10 

IIIA 

La,o, 

0.07 

0.02 

_ — 

...... 

CeOn 

0.12 

0.14 

— 

— 

Nd,0, 

0.145 

0.085 

— 

— 

IIIB 

Al2  03 

-0.06 

0.1 

0.05 

0.08 

IVA 

Ti02 

-0.03 

0.16 

— 

— 

IVB 

Si02 

0.02 

0.01 

* 

0.02 

SnO 

0.007 

0.15 

— 

— 

PbO 

0.10 

0.002 

0.075 

0.09 

VA 

Nb2  03 

0.02 

0.04 

— 

— 

TaP0T 

0.06 

0.03 

— 

— 

VB 

03 

-0.10 

0.14 

— 

— 

*Non-linear 

Bi20, 

0.126 

0.01 
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Glass  Compositions  for  Athermali 
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MR-1750  and  of  producing  a  family  of  glasses  which  would  provide 
some  choice  in  the  other  physical  and  laser  properties  of  an 
athermal  material. 

Measurements  of  the  thermal  expansion  coefficient,  a,  and 
the  coefficient  for  the  change  in  total  optical  thickness  as  a 
function  of  temperature,  Qip,  were  made  on  this  second  series  of 
glass  composition.  Values  of  the  thermal  coefficient  of  refractive 
index,  an,  were  calculated  from  these  measurements  for  the  temper¬ 
ature  range  between  25  and  125^ C.  These  values  together  with 
values  of  the  preliminary  athermali zation  figure  of  merit,  an  a, 
for  this  second  series  of  glasses,  are  listed  in  Table  XVI. 

These  results  indicate  that  compositions  are  available  which  are 
equal  to  or  better  than  the  original  MG-1204  (or  MG-1750)  composi¬ 
tion.  The  MG-1855  glass  is  an  MG-1204  composition  with  the  Nd203 
concentration  increased  to  5  wt^. 


TABLE  XVI.  Thermal  Coefficient  of  Supplementary 

Series  of  Compositions 


Glass 

Number 

Refractive 

Index 

Coefficient 

( a  ) 

n 

Expansion 

Coefficient 

(a) 

Optical 

Thickness 

Coefficient 

(“t’ 

Figure  of 
Merit 
( an/a) 

MG-1855 

-48.5 

128 

79.5 

-0.38 

MG- 1894 

-46.3 

125 

78.7 

-0.37 

MG- 1897 

-17.5 

106 

88.5 

-0.16 

MG- 1898 

-24.7 

100 

75.3 

-0.25 

MG- 1899 

-43.3 

112 

68.7 

-0.39 

MG- 1902 

-29.2 

114 

84.8 

-0.26 

MG- 1903 

-40.0 

119 

79.5 

-0.34 

MG- 1906 

-33.6 

104 

70.4 

-0.32 

MG- 1907 

-33.6 

122 

88.4 

-0.27 

MG- 1911 

-44.5 

120 

75.5 

-0.37 

MG- 191 5 

-42.5 

131 

88.5 

-0.  32 

MG- 1917 

-59.3 

141 

81.7 

-0.  42 

MG- 1918 

-68.0 

138 

70.0 

-0.49 

MG-1919 

-29.0 

128 

99.0 

-0.  22 
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•-•5.5  Stress-Optical  Coefficients 

um  fnrm  ^  “  WGl1  kn°Wn  that  a  block  of  *lass  acted  upon  by  non- 
ben  l°r  Pr°^uro  resulting  from  a  thrust  or  tension  normally 
becomes  doubly  refracting,  behaving  as  a  uniaxial,  optical^ 

tion  if°tbryS!al  With  th°  °Ptic  aXis  P"aUel  to  the  local  direc- 
intensit  of^he^t  ^  *  blrof^ rinyence  proportional  to  the 

ral„n  /  ,th  strGss*  This  phenomenon  is  analyzed  theoretically1 

ro  ate  the0",  ]  •"  tCn"S  °f  tW°  p  and  q .  whteh * 

thoa  ,  Ch'7'S  ln  th°  propa5ation  °f  light  through  a  medium  to 

These  will  bo0reforrodnto0hfereaLm^traifUopUc"' ?rOS“ro- 
The  strniQ  i  re-  ■  strain  optical  coefficients, 

stress-optical  coefficients  R.  and  B  defined  in  vr,  (x  1 

O^i^  Stral,’-°Pti-1  “  following 

Bj  -»]«-■>  g(-*ojJ.S)  .  (13, 

where  v  is  the  velocity  of  light  i„  the  unstressed  material, 
an  intertete^rii^^S’rse’sIte^r^'l  ‘"n 

:LKr^???e-WitU  *»  ordlrVdoL^  „r  h  °s?  L- 

optical  coefficients  with  a  precision  of  5  to  10**.  Initial  oil 
pet  1  mental  work  on  the  measurement  of  stress-optical  ee  ri 

wTLlrr; and  inhono<’— ^  ^^Z^LTn^:i:Ts 

case  m°  measurement  was  required  in  the  latter 


5-  rWB=a«^»St'Zt“ 

tarssar  *»•.  ■ 

ation  of  the  tolerances  requited^^  s  I 

TZZU tetes:arri°d  °Ut  Pri°r  t0  dotailo^dosicjn 

twi  v  Th°  interferometer  will  measure  the  change  in  optical 
thickness  winch  is  due  to  the  combined  effects  of  te^  °f„  . 

refractive  index  and  the  change  in  sample  dimensions  as  ^"fun 
Hon  of  applied  stress,  since  the  stress-optical  coemciente 
are  related  only  to  the  index  changes,  factors  containing  lh,l 

f rom^th e "  ^“P10  dimensions  Of.  Appendix  I]  must  be  sub?iacted 
from  the  observed  change  in  pathlength.  Dimensional  changes 
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of  the  specimen  were  calculated  from  measured  values  of  the 
applied  pressure  (p),  young's  Modulus  (e)  and  Poisson's  Ratio 
(cr).  The  elasticity  constants  were  determined  from  an  independ— 
ent  measurement  of  the  velocity  of  sound  on  samples  taken  from 
the  same  glass  melt  as  the  stress-optic  coefficient  samples. 
Preparation  of  additional  melts  of  suitable  quality  glass  were 
required  in  many  cases  to  provide  for  the  fabrication  of  test 
specimens  for  the  above  measurements. 

2. 5. 5.1  IH.tPrferometer  Design - Whereas  many  interferometers  can 

be  used  to  measure  the  changes  in  optical  pathlength  for  homo¬ 
geneous  samples  of  high  quality,  most  of  them  are  eliminated  when 
glass  containing  striae  is  to  be  measured  with  precision.  Thus, 
the  Jamin  interferometer  used  by  Pockels.  and  indeed  any  wavefront 
shearing  interferometer  cannot  be  used  because  of  the  irregular 
fringes  that  appear  with  optically  inhomogeneous  samples.  One 
way  out  of  this  difficulty  is  to  arrange  to  measure  the  average 
optical  path  through  a  small  area  of  the  specimen,  which  sug¬ 
gests  the  use  of  a  pinhole  interferometer.  The  three-pinhole 
method  due  to  Zernike  •  r'  •  operates  in  this  fashion  and  produces 
fringe  patterns  with  excellent  regularity  of  spacing  even  when 
the  glass  specimen  is  quite  non-uniform  optically.  The  method 
also  appears  to  have  the  necessary  sensitivity  and  is,  therefore, 
the  method  chosen  for  modification  to  make  the  present  measure¬ 
ments  . 

Figure  21  is  a  plan  view  of  the  basic  three-pinhole  inter¬ 
ferometer.  The  glass  sample  is  strained  by  compression  along  an 
axis  perpendicular  to  the  plane  of  the  figure,  while  the  light 
passing  through  the  system  is  linearly  polarised.  The  cross 
section  of  the  glass  samples  is  nominally  10  mm  >  10  mm.  so  the 
pinholes  are  separated  by  some  7  mm  center-to-center .  Because 
the  radiation  coming  through  them  must  interfere  at  and  near  the 
back  focal  plane  of  the  telescope  lens  they  must  be  illuminated 
by  light  with  good  spatial  and  temporal  coherence.  The  need  for 
coherence,  the  need  for  polarised  light  and  the  need  for  suf¬ 
ficient  intensity  to  make  visual  observations  on  the  interference 
fringes  have  led  to  the  use  of  a  Ile-Ne  cw  laser  (0.1  milliwatt 
single  mode  output)  to  illuminate  the  collimator  pinhole  0. 

It  can  be  shown  [cf.  Appendix  I]  that  if  the  three  pin¬ 
holes  are  of  equal  size,  are  equally  spaced  in  a  straight  line, 
are  small  compared  to  their  separation  and  are  placed  in  the 
front  focal  plane  of  the  telescope  lens,  then  the  interference 
pattern  in  a  small  neighborhood  of  the  back  focal  point  of  the 
lens  is  periodic  along  the  optic  axis  as  well  as  along  a  direction 
parallel  to  the  line  joining  the  centers  of  the  pinholes.  If  the 
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igure  21.  The  basic  three  pinhole  interferometer.  Light  from 
a  laser  is  focused  upon  the  pinhole  0.  The  inter¬ 
ference  pattern  in  the  observation  plane  is  examined 
through  a  microscope  100\  mag.). 


,  ,  ®  beams  from  the  three  Pinholes  are  all  in  phase,  the 

ack  focal  plane  itself  will  contain  a  set  of  fringes  that  are 

equally  spaced  and  alternate  in  intensity,  with  the  strong  fringes 
nine  times  as  intense  as  the  weak  ones.  This  pattern  is  repeated 
xn  planes  parallel  to  the  back  focal  plane  and  spaced  at  equal 
intervals  from  it  both  inside  and  outside  of  focus.  However,  in 

planes’  the  strong  fringes  have  exchanged  places  with  the 
ueak  fringes.  See  Figure  22.  Half  way  between  these  planes  are 
planes  in  which  the  fringes  are  equally  spaced  and  all  of  the 
sam(e  intensity.  The  eye  is  very  good  at  judging  the  intensity 
match  between  adjacent  fringes,  so  it  is  one  of  these  latter 
planes  that  is  followed  during  measurements  because  it  is  <^c 

accurately  identifiable  visually. 


The  entire  family  of  fringes  will  shift  in  or  out  along 
the  optic  axis  as  the  phase  of  the  beam  from  the  central  pinhole 
is  changed  relative  to  that  for  the  two  side  pinholes.  Further¬ 
more  the  amount  of  shift  is  directly  proportional  to  the  amount 
o  phase  shifr,  so  if  a  microscope  is  arranged  to  focus  on  one 
o  the  fringe  patterns  and  can  be  moved  in  arid  out  along  the 
optic  axis  in  a  controlled  and  measurable  way,  a  phase  shift  in 
the  central  beam  can  be  translated  into  motion  of  the  microscope 
and  can  be  measured  thereby.  The  constant  of  proportionality 
is  obtained  by  considering  the  geometry  of  the  three  converging 
bea.s.  For  example,  to  maintain  a  chosen  phase  relation  beLeen 
he  light  from  the  three  beams  arriving  at  an  axial  point  as  the 
phase  of  the  central  beam  is  retarded  more  and  more,  the  point 
must  be  moved  m  along  the  axis  since  such  a  motion  shortens  the 
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geometrical  path  from  the  central  hole  to  the  point  more  than  it 
shortens  the  paths  from  the  side  holes  to  the  point. 


Figure  22.  Illustration  of  the  fringe  system  near  focus  in  the 
Zernike  interferometer.  The  fringes  extend  in  and 
out  of  the  plane  of  the  figure.  Their  relative 
intensities  are  indicated  by  the  size  of  the  dots. 
Fringe  spacing  is  not  to  scale. 


This  geometrical  effect  also  exists  in  the  three- 
dimensional  stationary  fringe  pattern  of  the  undisturbed  beams; 
the  distance  the  microscope  must  be  moved  to  focus  first  on  one 
plane  where  the  fringes  are  all  of  equal  intensity  and  then  on 
an  adjacent  plane  containing  an  identical  pattern  corresponds  to 
a  one-half  wavelength  phase  change  in  the  light  from  the  central 
hole  relative  to  that  from  the  side  holes.  The  interferometer  is 
"self  calibrating"  in  this  manner  and  the  size  and  spacing  of  the 
ninholes  need  not  be  known  at  all  while  the  focal  length  of  the 
telescope  lens  need  be  known  only  approximately. 

2. 5. 5. 2  Test  of  Interferometer  Design - Preliminary  tests  of 

various  components  of  the  system  were  carried  out  to  establish 
the  validity  of  the  overall  design  of  the  system  and  to  establish 
the  tolerances  required  in  specific  components.  In  these  tests 
stress  was  applied  to  the  sample  with  the  arbor  press  and  sample 
fixtures  used  in  the  initial  stress-optical  coefficient  measure¬ 
ment  studies  while  an  improved  design  of  these  components,  dictated 
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by  the  results  of  the  original  study  was  being  formulated. 

(a)  Fringe  Formation  and  Stability— -it  has  been  establish¬ 
ed  that  illumination  of  sufficient  intensity,  coherence  and  degree 
of  polarization  to  produce  clear  interference  fringes  in  this 
system  can  be  obtained  by  passing  light  from  a  Spectra-Physics 
Kod.  130  He-Ne  laser  through  a  20y  microscope  objective  to  focus 
it  down  on  an  8  pm  diameter  pinhole  (pinhole  0  in  Figure  21) 
after  which  it  diverges  to  a  38  cm  focal  length  doublet  serving 
as  collimator  lens.  Various  combinations  of  the  three  pinholes 
that  mask  out  all  but  three  small  pencils  of  light  in  the  col¬ 
limated  beam  illuminating  the  sample  have  been  tried.  Consistent 
with  the  theory,  the  use  of  a  central  pinhole  of  larger  diameter 
than  the  two  outer  holes  is  not  necessary.  In  our  application, 
it  is  preferable  to  let  the  three  pinholes  have  the  same  diameter. 
Also,  it  is  preferable  to  keep  the  central  pinhole  as  small  as 
practically  possible  in  order  to  obtain  the  measurement  of  the 
average  optical  path  over  the  selected  area  of  a  glass  sample 
with  striae.  Throe  pinholes  having  the  diameter  of  about  0.34  mm 
and  separated  by  7  mm  provide  enough  light  in  the  fringes.  The 
use  of  even  smaller  pinholes  may  be  possible,  but  pinholes  having 
diameters  of  0.50  mm  or  more  produce  a  fringe  system  that  has  too 
small  lateral  extent  in  this  application. 

In  these  early  experiments  it  was  found  that  good  fringe 
settings  could  be  obtained  whether  the  central  pinhole  was  un¬ 
covered  or  covered  with  uniform  or  nonuniform  blocks  of  glass. 

The  fringe  settings  with  glass  in  the  central  pencil  of  light, 
however,  drifted  rapidly  with  time  whenever  the  temperature  of 
the  sample  was  changing.  It  was  necessary  to  smooth  out  the 
effect  of  the  2  to  3'c  temperature  fluctuations  within  the  air- 
conditioned  measurement  laboratory  by  surrounding  the  sample  or 
the  entire  interferometer,  with  a  secondary  isothermal  enclosure. 

(b)  Interferometer  Calibration  vs  Pinhole  Location _ 

With  respect  to  the  scheme  of  Figure  21,  the  collimator  and  tele¬ 
scope  lenses  are  of  about  38  cm  focal  length.  Observation  planes 
near  the  focal  plane  0'  are  observed  with  a  microscope  having  a 
10x  objective  and  a  10 x  eyepiece  with  reticle  so  that  one  can 
concentrate  on  a  particular  localized  region  of  the  fringe  pattern 
when  necessary.  The  microscope  body  tube  is  mounted  on  a  small, 
sliding  table  actuated  by  a  thimble  micrometer  so  that  the  micro¬ 
scope  can  be  moved  along  the  optic  axis  of  the  interferometer  in 
a  controlled  manner  and  the  displacement  be  read  to  ±  0.00254  mm. 

A  total  motion  of  2.54  cm  is  possible. 

With  the  interferometer  in  adjustment,  a  sequence  of  10 
readings  from  the  micrometer  of  repeated  settings  when  the  observer 

60 


3“dg?S  that  the  ma<?nified  fringes  seen  in  the  microscope  are  all 
n  n^oiiSame  in*ensity  wil1  have  a  standard  deviation  0.01270  to 

The  distance  between  planes  in  which  the  fringes  are 
all  of  the  same  intensity  is  about  1.854  mm  for  our  choice  of 
pinhole  spacing  and  focal  length  of  the  telescope  lens.  As 
exp  ainecJ  previously,  this  distance  represents  a  pathlength  change 

hole  Ld3^  r9  T°n  thG  Hght  C°ming  fr°m  the  center  P^- 

hole  and  that  coming  from  the  two  outer  pinholes  in  the  inter- 

crometer  hence  we  have  the  sensitivity  to  detect  changes  as 

all  as  0.0127  ^  3.7  ^  C.0034  wavelength. 

alter*  5z  (approx.  1.854  mm  in  our  case)  that 

ored^t  hV  y  ^  (a  pathlen<?th  change  of  1/2  wavelength)  is 

nlan  ^  !'GCry  to  bo  a  constant  no  matter  which  two  adjacent 

Diane3  °f  fqual-intensity  fringes  are  examined  near  the  back  focal 
plane  of  the  telescope  lens  provided  the  triplet  of  pinholes  is 

located  at  the  front  focal  plane.  This  has  been  found  to  be  the 
case  for  a  range  of  6-1/2  wavelengths  of  path  charge  both  inside 
an  outside  the  back  focus,  a  range  that  exceeds  by  a  healthy 
margin  the  pathlength  changes  expected  from  straining  the  glass 
samples,  it  is  safe,  therefore,  to  determine  this  'calibration" 
istance  over  one  part  of  this  range  and  apply  it  to  phase  change 
measurements  m  another  part.  y 

When  the  triplet  of  pinholes  was  positioned  several  centi¬ 
meters  nearer  the  telescope  lens,  the  "calibration"  distance  6z 
became  a  function  of  the  distance  from  the  back  focal  plane  at 
which  the  fringes  were  examined.  The  change  was  perceptible,  but 

t*+otlanCe  °"  positioning  the  triplet  of  pinholes  is  judged  to 
®  That  1S’  translati°ns  Of  ±  2.54  mm  along  the  axis 

of  the  interferometer  from  the  first  focal  plane  of  the  telescope 
are  not  large  enough  to  matter. 

(c)  Tolerance  of  Pinhole  Spacing— The  effect  of  unequal 

ninhol'e  hi  PTholes>  i-e-  inaccurate  positioning  of  the  central 
L, "h°le  between  the  two  outer  pinholes  was  studied  theoretically, 
h  conclusion  is  that  the  central  hole  must  not  be  located  off- 

::"ter  any  more  than  °-°254  mm,  a  tolerance  that  can  be  met 
with  relative  ease. 

Tolerance  on  Sample  Alignment - The  most  damaging 

e  _ec  o  the  tilt  of  the  sample  from  perpendicularity  to  the 
incident  collimated  light  is  the  change  in  tilt  that  may  be  pro- 
uced  upon  changing  the  pressure  applied  to  the  sample.  That  is 
a  slight  rotation  of  the  sample,  bodily,  will  introduce  a  change’ 
not  related  to  the  stress-optical  effect  in  the  pathlength  for 
lignt  passing  through  the  sample  and  the  central  pinhole.  The 
effect  of  change  in  tilt  depends  on  the  initial  amount  of  tilt 
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being  a  minimum  when  the  nominally  parallel  faces  of  the  sample 
are  perpendicular  to  the  incident  light.  Some  simple  geometrical 
'JFti-'-cil  (.  alculations  show  that,  for  example,  if  the  sample  has 
an  initial  tilt  of  0.1  then  an  additive  change  in  tilt  (assuming 
10  mm  of  glass  with  a  refractive  index  of  1.5)  of  0.05  -  3  min. 

t-aus,2  an  error  of  0.01  wavelength  in  the  measurement  of 
change  in  path length. 

Accordingly,  the  head  of  an  autocollimating  device  is 
placed  just  beyond  the-  pinhole  0.  Figure  21,  for  the  purpose  of 
monitoring  how  nearly  normal  the  surfaces  of  the  glass  sample 
are  to  the  incident  beam.  During  initial  sample  alignment  motion 
of  the  return  beam  in  two  directions  muse  be  watched  and  the 
resultant  not  allowed  to  exceed  about  7  minutes  of  arc  (Appendix 
II. 10).  The  change  in  tilt  during  the  application  of  stress  to 
the  sample  should  not  exceed  about  20  seconds  of  arc. 

(e)  Tolerance  on  lateral  Pinhole  Motion - During  the 

measurement  one  can  hardly  expect  to  tolerate  any  relative  motion 
between  the  glass  sample  and  the  central  pinhole  when  the  glass 
has  striae  or  other  inhomogeneities.  A  rough  experimental  check 
on  this  point  using  a  glass  block  with  striae  visible  to  the  un¬ 
aided  eye  showed  that  relative  motion  as  large  as  2.5  pm  caused 
interferometric  phase  changes  easily  visible  in  the  fringe  pattern 
of  the  interferometer.  It  was  necessary,  then,  to  attach  the 
triplet  of  pinholes  to  the  glass  sample  (in  a  manner  that  will  not 
interfere  with  the  strain  pattern)  so  that  relative  motion  between 
Fh<-  two  is  virtually  eliminated.  When  this  is  done,  the  sample— 
plus-pin-holes  can  be  translated  by  a r  much  as  0.25  mm  with  no 
detectable  effect  on  the  fringe  pattern. 

(f)  Non— Critical  Tolerances-— —The  study  on  component 
tolerances  indicates  that:  (l )  defocusing  of  the  collimator  lens 
in  the  arrangement  of  Figure  23  by  relatively  slight  amounts  will 
not  alter  the  accuracy  of  the  measurement  of  the  induced  change 
in  path length  (Appendix  II. 1).  (2)  the  tolerances  on  the  setting 
of  the  polarizer  or  analyzer,  using  either  the  "X-Y  Method'  or 
the  45  Method  are  large  enough  so  that  no  difficulty  need  be 
expected.  (Appendix  II. 2  and  11,3),  (3)  the  presence  of  wedge  in 
the  test  specimen  does  not  affect  the  measurement  of  the  change 
in  optical  pathlength  as  a  function  of  applied  pressure,  but  in 
order  that  the  light  diffracted  from  the  three  pinholes  shall 
overlap  properly  in  the  plane  of  observation,  the  degree  of  wedge 
in  the  sample  should  not  exceed  about  2.7  minutes.  (Appendix  II. 5. 
II. 6  and  H.8).  and  (4)  surface  flatness  does  not  affect  optical 
pathlength  measurements.  (Appendix  II. 7). 
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Figure  23.  Diagram  of  the  three-pinhole  interferometer  for 

measuring  the  stress-optical  effect  in  glass  samples. 


2. 5. 5- 3  Apparatu s - The  final  design  of  the  system  is  shown  in 

Figure  23.  The  apparatus  includes  an  autocollimating  device  for 
aligning  the  He-Ne  cw  laser  required  (cf.  Section  2. 5. 5.1)  f  r 
the  light  source  of  the  interferometer ,  an  accurate  lever  type 
strain  frame  for  applying  stress  to  the  sample,  and  a  half  wave 
plate  for  rotating  the  plane  of  polarization  of  light  from  the 
laser  source,  plus  a  rotatable  linear  polarizer  on  the  eye  piece 
of  the  microscope.  The  latter  were  added  for  greater  convenience 
and  reliability  in  making  the  measurements  to  obtain  the  separate 
stress-optical  coefficients  for  light  vibrating  parallel  to  the 
direction  of  stress  and  for  light  vibrating  perpendicular  thereto. 


The  final  design  of  the  subassemblies  and  their  necessity 
were  determined  in  part  by  an  investigation,  both  theoretical  and 
experimental,  of  permissible  tolerances  in  various  components  of 
the  interferometer.  This  investigation  indicates  that  the 
apparatus  can  measure  pathlength  changes  induced  by  stress  in 
the  glass  samples  to  an  accuracy  of  k/100,  k  -  6328  Angstroms, 
but  that  nonuniformity  of  stress  within  the  test  specimen  may 
limit  the  accuracy  of  the  determination  to  somewhat  less  than 
this. 

(a)  Autocollimator  and  Pinhole  Subassembly - The  need 

for  some  form  of  autocollimating  device  to  monitor  the  align¬ 
ment  of  the  sample  with  respect  to  the  incident  light  was 
indicated  in  the  tolerance  study.  The  subassembly  fabricated 
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(b)  Precision  Ftrain  Frame— kesults  of  initial  tests, 
plus  inquiries  to  manufacturers  of  laboratory  presses,  indicated 
that  a  weight-and-fulcrum  device  was  the  most  expedient  approach 
to  provide  constant  virbration— f ree  straining  of  the  glass  samples. 
The  frame  was  designed  so  that  the  sample  can  be  aligned  to  have 
its  polished  faces  accurately  perpendicular  to  the  incoming  beam 
of  light  from  the  interferometer  collimator  head  and  sturdy  enough 
so  that  the  sample  does  not  move  appreciably  as  the  load  is  applied. 
It  has  a  low  profile  so  that  it  and  the  interferometer  can  all  be 
■’overed  with  a  secondary  thermal  shield  built  to  cover  the  granite 
test  block  (l.2  x  2.4  m)  which  serves  as  a  base. 

A  photograph  of  the  complete  strain  frame  is  shown  in 
Figure  25;  a  cutaway  drawing  to  clarify  the  design  is  shown  in 
Figure  26.  In  operation,  the  desired  vertical  downward  force  is 
applied  to  the  specimen  by  means  of  a  1  meter  long,  tapered,  lever 
arm  that  is  counterweighted  to  avoid  the  task  of  determining  the 
loading  effect  of  the  arm  itself.  Weights  mounted  on  a  sliding 
weight  hanger  allow  for  selection  of  the  maximum  force  applied. 

The  outer  end  of  the  lever  is  supported  by  an  adjustable  arm  rest 
(n  in  Figure  26)  when  a  sample  is  not  being  compressed.  The 
fulcrum  of  the  lever  is  at  the  center  line  (a)  of  a  set  of  ball 
bearings,  the  mount  for  which  (b)  is  supported  on  two  vertical 
columns  (c).  The  ball  bearing  mount  may  be  raised  or  lowered 
along  the  support  columns  by  means  of  a  screw  which  couples  the 
ball  bearing  mount  to  a  fixed  crosspiece  (d)  which  is  also  clamped 
to  the  vertical  support  columns.  In  actual  practice,  this  screw 
is  used  to  lift  the  ball  bearing  mount  and  lever  arm  enough  to 
allow  the  test  specimen  to  be  put  in  place  and  then  to  lower  this 
assembly  onto  the  test  specimen  until  the  outer  end  of  the  lever 
arm  is  lifted  free  from  its  arm  rest,  thus  applying  the  full  load 
to  the  test  specimen. 


Photograph  of  the  strain  frame. 
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Figure  25- 


Figure  26.  schematic  drawing  of  the  strain  frame. 


The  lever  arm  has  a  hardened  steel  socket  in  an  anvil  (e) 
its  lower  side  accurately  centered  1.000  inch  (2.5^0  cm)  from 
the  line  of  centers  of  the  ball-bearings  about  which  the  lever  arm 
pivots.  The  socket  accepts  a  1 -2-inch  steel  ball  (f)  that  trans¬ 
mits  the  load  to  a  mating  lower  anvil  (g)  whose  flat  lower  surface 
presses  against  the  upper  end  of  the  test  specimen  (h).  A  1/16 
inch  (l.59  mm)  sheet  of  neoprene  rubber  is  used  to  improve  the 
load  uniformity  between  G  and  H.  The  sample  stands  on  a  platform 
(j)  that  is  held  in  a  cup-shaped  holder  (k)  with  a  system  of 
screws  for  adjustment  and  locking  of  position.  The  mating  sur¬ 
faces  between  the  holder  and  anvil  are  ground  spherical  with  a 
radius  of  curvature  of  about  7  cm,  a  distance  calculated  to  locate 
the  ball  (f)  and  socket  of  the  upper  anvils  very  nearly  coincident 
with  their  center  of  curvature  when  a  sample  is  in  place.  The 
sample  platform  can  be  moved  and  clamped  in  position  by  three 
screws  (l)  acting  radially  on  it;  the  holder  can  be  rotated  in 
a  horizontal  plane  by  a  tangent  arm  and  screw  (m).  These  motions 
are  provided  so  that  the  glass  sample  can  be  adjusted  to  have  its 
polished  surfaces  perpendicular  to  the  optic  axis  of  the  inter¬ 
ferometer  prior  to  any  strenuous  compression. 


The  strain  frame  works  satisfactorily  to  compress  the 
1  x  1  x  3  cm  glass  samples  with  loads  of  175-250  kg-wts  /cm*'  with 
little  or  no  sample  motion.  Some  tilt  of  the  sample  can  be  seen 


when  force  is  applied,  but  with  a  little  patience  the  sample  can 
be  adjusted  to  reduce  this  motion  to  the  recommended  level  of 
tolerance . 


2. 5.5. 4  Experimental  Procedure - The  components  needed  for  a 

complete  measurement  of  pathlength  changes  induced  by  stress 
in  1  \  1  x  3  cm  glass  blocks  are  shown  assembled  in  Figure  27 


Figure  27.  Experimental  setup  used  for  complete  measurement  of 
stress  induced  pathl-  pth  changes. 


The  main  interferometer  is  shown  lined  up  parallel  to  the  near 
edge  of  the  4  ■  8  ft  granite  vibration  isolation  table.  From 
upper  left  to  lower  right  in  the  photograph  they  are:  the  He-Ne 
laser  light  source,  the  collimator-pinhole  head  assembly,  the 
collimator  lens,  the  strain  frame  clamped  to  the  table,  the 
telescope  lens  and  the  lOOx  microscope,  with  polarizing  eyepiece, 
on  its  micrometer  table.  To  the  right  of  the  collimator-pinhole 
head  assembly  are  the  mercury  vapor  lamp.  5^6  Angstrom  filter, 
diffuser  and  sheet  polarizer  used  to  check  on  uniformity  of 
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stress  in  the  glass  sample.  To  the  right  of  the  telescope  lens 
in  the  Babinet-Soleil  compensator  and  polarizing  eyepiece  used 
to  check  on  the  uniformity  of  stress  in  the  sample  and  to  measure 
the  birefringence  induced  by  the  stress.  The  wood  and  sheet 
plastic  framework  in  the  background  is  placed  over  the  apparatus 
during  the  measurements  to  provide  a  thermal  shield.  This  frame¬ 
work  has  panels  for  access  to  the  various  parts  of  the  inter¬ 
ferometer  . 

(a)  Method  of  Polarization - The  laser  in  Figure  23  (see 

also.  Figure  27)  in  its  normal  position,  emits  an  E-vector  that 
vibrates  approximately  along  Z,  the  line  of  the  applied  pressure. 

A  rotatable  half-wave  plate  was  mounted  external  to  the  laser 
cavity  in  order  to  obtain  other  planes  of  vibration  easily.  Two 
methods  of  choosing  the  plane  of  polarization  of  the  sampling 
beam  were  considered  which  are  designated  herein  as  the  "X-Z 
Method'  and  the  ^5  Method."  Tolerances  c.i  the  angles  of  orienta¬ 
tion  involved  in  these  two  methods  are  such  that  either  method 
should  yield  satisfactory  results. 

In  the  X-Z  method  the  A/2-plate  is  oriented  so  that  the 
vector  E  is  incident  on  the  glass  sample  with  E  vibrating  along 
2  or  X*  With  moderate  force  on  the  sample,  the  glass  becomes 
birefringent;  thus,  only  light  polarized  parallel  to  the  direction 
of  stress  (z-axis)  or  normal  to  it  will  emerge  plane  polarized. 
Alignment  of  the  incident  E-vector  along  the  Z  or  X  axis  may  thus 
be  accomplished  with  the  aid  of  a  crossed  analyzer.  By  aligning 
the  combination  for  minimum  transmission  these  scale  settings  can 
be  determined  to  about  ±0.1°. 

The  pathlength  changes,  and  /\<p  ,  are  observed  by 

set*-i-n9  the  A'2  plate  so  that  the  incident  E-vector  vibrates  along 
Z  and  X  respectively  and  measuring  the  change  in  interference 
pattern  with  stress.  The  advantages  of  this  method  are  that 

laser  light  is  wasted  and  that  no  analyzer  is  needed  in 
observing  the  fringe  settings.  The  main  disadvantage  is  that  the 
>  2-plate  adjustment  is  out  of  reach  of  the  operator  while  the 
fringes  are  being  viewed  ksee  F  .gure  27). 

In  the  45°  method  the  A  '2  plate  is  set  and  left  at  a  scale 
setting  for  which  the  incident  E-voctor  at  the  strained  glass 
sample  vibrates  near  or  at  45J  with  reupect  to  Z  and  X.  This 
setting  is  chosen  to  provide  components  of  light  in  the  z  and  X 
directions  of  roughly  equal  intensities  and  need  not  be  exact. 

The  fringe  patterns  formed  in  the  interferometer  by  each  of 
these  components  coincide  when  the  glass  is  stress-free,  but  as 
stress  is  applied  they  shift  by  different  amounts  and  produce  a 
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composite  pattern  of  generally  reduced  contrast.  A  linear 
polarizer  over  the  eyepiece  of  the  microscope  allows  one  to 
examine  at  will  the  fringe  pattern  from  one  of  these  components 
while  eliminating  the  effect  of  the  other  simply  by  turning  the 
polarizer  to  cross  out  the  light  of  the  unwanted  direction  of 
polarization. 

In  addition,  the  birefringence,  which  depends  on  the 
^ f f erence  between  the  induced  pc.^hlength  changes,  can  be  measured 
directly  by  replacing  the  teie^' pe  lens  with  a  Babinet-Soleil 
compensator  followed  by  its  own  linear  polarizer  and  adjusting 
it  to  remove  and  thus  "easurc  the  relative  phase  difference 
between  Z  and  X  components  of  the  light  coming  through  the  central 
pinhole  and  strained  sample.  This  birefringence  measurement  is 
used  as  a  cross-check  on  the  measurements  of  the  separate  induced 
pathlength  changes,  since  the  difference  calculated  from  the 
separate  measurements  made  by  using  first  the  component  vibrating 
in  the  Z  direction,  then  that  vibrating  in  the  X  direction  should 
agree  within  experimental  error  with  the  difference  measured 
directly  using  the  compensator. 

(b)  Uniformity  of  Stress  in  the  Glass  Specimen - The 

Babinot  — Solei  1  compensator  also  is  used  to  check  on  the  uniformity 
of  stress  across  the  central  one-third  of  the  30  mm  high  glass 
test  samples.  The  need  for  this  method  of  determining  stress 
uniformity  rather  than  the  use  of  simple  crossed  Polaroid  sheets 
became  evident  in  an  early  comparison  of  the  Zernike  three  pin¬ 
hole  system  with  a  Senarmont—' with— one— pinhole7  technique. 

Samples  under  stress  which  had  been  adjusted  to  look  quite  uniform 
in  their  central  region  when  viewed  between  crossed  Polaroid 
sheets  showed  a  relative  retardation,  5,  ranging  from  41°  on  one 
side,  to  55  at  the  center,  to  45°  on  the  other  side  when  measured 
with  the  Senarmont  Method.  These  limits  of  Polaroid  sheets  were 
corroborated  in  recent  work  on  mica,  which  displays  sharp  steps 
in  thickness  and  hence  5,  between  crossed  Polaroid  where  the  limit 
of  detectability  of  the  steps  occurred  when  5  differs  by  5°  across 
the  step.  With  continuous  variations  of  8,  as  in  the  case  of 
stressed  glass,  one  cannot  expect  to  do  as  well  as  5° . 

The  following  procedure  is  used  to  check  stress  uniformity 
in  the  test  specimen  under  pressure.  The  filtered  light  from  a 
mercury  discharge  lamp  is  aimed  so  as  to  illuminate  a  diffusely 
transmitting  screen  backed  by  a  sheet  polarizer  placed  between  the 
collimator  lens  and  the  sample  cf.  Figure  23  (see  also  Figure  27). 
The  laser  light  is  blocked  and  the  triplet  of  pinholes  is  removed. 
The  substitute,  diffuse,  monochromatic  (5461 A ) .  linearly  polarized 
light  source  (the  plane  of  polarization  is  again  at  45°  to  the  Z 
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direction  in  the  class  sample)  is  viewed  through  the  sample,  plus 
the  Babinet-Soleil  compensator,  plus  the  linear  polarizer  on  the 
compensator .  If  the  glass  is  not  stressed  and  compensator 

is  sot  on  zero,  the  field  of  view  can  be  made  dark  by  cross!  g  - 
compensator  polarizer  with  that  of  the  diffuse  source  Wh=n  th 
glass  is  stressed,  the  compensator  must  be  adjusted  to  lesto 
«,e  polarization,  whereupon  the  field  through  the  sample  can  be 
made'darK  again.  The  more  uniformly  dark  this  »-ld  is  the  more^ 
uniform  is  the  stress  on  the  glass  block.  .  .  is 

-rr  ■“  E H  “S  r:;: 

th  i  s . 

Unfortunately  this  method  of  checking  uniformity  of  stress 
is  not  sensitive  enough  to  guarantee  a  repeatability  of  P^h^_ 
change  from  one  application  of  the  load  to  tne  next  of  0.01  wa 
length  More  sensitive  methods  for  monitoring  the  uniformity, 

S — e-L  be 

Sir  zsxattzttt  zp 

‘ting  measurements  on  some  samples  on  the  completed  apparatus. 

(c)  Sample  Measurement— After  the  laser  has  been  turned 
on  and  thermal  equilibrium  has  been  reached,  a  measurement  is 
carr  od ^approximately  as  follows:  The  glass  sample  to  be 
examined  is  positioned  in  the  strain  frame  and  oriented  o  that 
its  polished  faces  return  images  of  the  illuminating  pinhole  onto 
“  reticle  of  the  auto-collimator  eyepiece.  The  lever  arm  of 
the  strain  frame  is  raised  and  lowered  and  adjustments  °f  J^ttle 
orientations  are  made  until  the  sample  can  be  strained test 
or  no  tilting.  Then  the  uniformity  of  stress  m  * 
specimen  is  checked  using  the  procedure  just  described.  Th 
telescope  lens  is  removed  from  the  optical  system  during  thi 
ebeck!  bSt  its  base  which  remains  in  position  has  detents  for 
accurate  re-positioning. 

When  satisfactory  stress  uniformity  has  been  tored 

i-u.  lacpr  iinht  and  telescope  lens  are  restoroa. 
+•1,  *  nef  enpr  imen .  til  o  iQSGi  x-Lyii^  0111  *■  _ 

and  the^tri  pie  ^of  pinholes1"  iseattachedPto*the^side°ofatheCsampb2 

right  of  the  sample  and  under  the  lever  arm  in  Figure  2  . 
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placed  around  the 
shield  are  closed 
hole  interference 
mi croscone . 


sample,  the  access  panels  on  the  large  thermal 
and  observations  ran  begin  on  the  three  pin- 
fringe  system  now  in  the  field  of  view  of  the 


..  ,  .  Ihe  flrst  SLGP  is  to  determine  the  no-load  position  of 

the  fringes  and  their  spacing  along  the  optic  axis.  Then  the 
motion  of  these  fringes  is  followed  with  the  microscope  on  its 

™^r°^ter.t^le  as  thG  sanple  is  sl°"ly  stressed  until  the  lever 
arm  and  weight  on  the  strain  frame  rise  from  the  arm  rest.  When 
those  readings  are  completea  ror  both  directions  of  polarization, 
he  triplet  of  pinholes  is  removed,  the  compensator  is  substituted 
or  the  telescope  lens  and  a  reading  is  taken  of  the  birefringence 
induced  in  the  sample  by  the  stress.  Then  the  stress  is  removed, 
n-  pathlGn<?th  change  as  measured  by  the  compensator 

*  XVII}  does  not  a^reG  with  ^at  calculated  by  takinc 
b",?' ffGrence  between  the  absolute  pathlength  changes  as  measured 

J.nterferomGter  for  the  X-  and  Z-  polarizations 
(line  4  of  Table  XVII )  the  measurement  is  repeated. 

on.  ?  typical  set  of  results  for  five  separate  measurements  on 
one  sample  of  glass  is  listed  in  Table  XVII. 


TABLE  XVII.  Pathlength  Changes  A <p .  Induced  by 

Repeated  Stressing  of  a  Glass  Sample. 
The  Changes  u.re  Expressed  in  Wave- 
Lengths  of  6328’ 


Measurement 

1  2 

3 

4 

5 

A<PZ 

0.703 

0.608 

0.606 

0.709 

0.693 

A0X 

1 . 436 

1.408 

1 . 432 

1  .453 

1.455 

ao7  -a<z> 

A  X 

B-S  ^ 

O.733 

0.710 

0.736 

0.744 

0.762 

O.733 

0.712 

0.73? 

0.698 

0.737 

(a)  Result  from 

the  Babi net- Sole i  1 

compensator 

measurement . 
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As  suggested  in  the  discussion,  on  "Uniformity  of  Stress 
in  the  Glass  Specimen,"  the  variation  seen  from  one  measurement 
to  the  next  is  attributed  principally  to  nonuniform  strain  induced 
in  the  sample,  i.e.  the  agreement  between  lines  3  and  4  is  better 
for  a  given  run  than  reproducibility  between  runs.  It  appears 
that,  as  a  general  figure  of  merit,  the  stress-optical  coefficients 
will  be  determined  by  this  method  and  apparatus  to  f  10*:  assuming 
that  correct  values  for  Young's  Modulus  and  Poisson's  Ratio  can 
be  obtained  for  the  glass  samples. 

2. 5. 5-5  Stress  Optical  Coefficient  Values - Stress-optical  measure¬ 

ments  were  made  on  both  the  original  and  supplementary  series  of 
athermal  glass  compositions. 

The  measurement  described  in  Section  2. 5-5-^  results  in  a 
change  in  optical  pathlength,  A <t>.  expressed  in  wavelengths  of 
light  (632.8  mm).  The  values  of  the  change  in  optical  pathlength, 
(AP)  given  in  Columns  3  and  4  of  Table  XVIII  are  expressed  as  the 
change  in  pathlength  (nm)  per  unit  sample  length  (cm)  per  unit 
applied  pressure  to  the  sample  (kg/cirT  )  obtained  by  the  expression: 

AP  =  X  A<p/pd  ,  (14) 


where  7  is  the  wavelength  of  the  probe  light  in  ran,  p  "s  the 
pressure  and  d  is  the  sample  thickness. 

The  portion  of  the  change  in  optical  thickness  of  the 
sample  under  pressure,  which  is  due  to  the  change  in  physical 
dimensions  of  the  sample,  must  be  subtracted  from  the  above  value 
of  ^P  to  obtain  the  values  of  the  stress-optical  coefficients 
(b),  given  in  Columns  6  and  7.  i.e.: 


B  -  AP  -  (n-1  )  <j/E 


(15) 


where  B  is  expressed  in  Brewsters  or  (nm/cm) /Bar . 

Column  5  is  the  ratio  of  values  of  phase  retardation  due 
to  birefringence  measured  directly  using  a  Babinet-Solei 1  compen¬ 
sator  vs  values  calculated  from  the  above  measurement.  This 
comparison  is  used  as  an  indication  of  the  validity  of  the 
measurement  as  indicated  in  the  discussion  on  Sample  Measurement 
in  Section  2.5.5-Ji. 
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TABLE  XVIII.  Stress-Optical  Coefficient  Values 


Glass 

Melt 

No. 

I 

Refrac¬ 

tive 

Index 

n632.8  1 

Change  in 
Optical 

Path 
(run /cm) 

A?  II  '  AP± 

I 

Birefring¬ 

ence 

meas/calc . 

Stress- 

Optical 

Coef . 

(Brewsters ) 

B  ||  Bx 

MG-1191C 

1 . 068 

2.01 

4.39 

.66/. 66 

-1.86* 

0.57* 

MG-1192E 

1.615 

3.22 

5.30 

.55/. 57 

0.39 

-  .51 

MG-1193C 

1.592 

4.39 

7.25 

•  78/.  79 

1.55 

4.47 

MG -1194 

1 .601 

1 .53 

3.7 

•57/ .59 

0.22 

2.44 

MG-1195C 

1.543 

2.36 

5.19 

.80/.  78 

1.47 

4.36 

MG-1196D 

1.550 

2.98 

5-32 

.64 /.64 

-0.76 

1.63 

MG-1197F 

1.597 

3.89 

5.69 

.50/. 51 

1.52 

3.35 

MG -1199C 

1 .636 

3.51 

5 .26 

.47/.  48 

1.04 

2.83 

MG -1200C 

1.526 

2.98  ! 

5.65 

.74/.  73 

1 .25 

3.98 

MG-1201B 

1 .564 

3.22  i 

5  49 

.62/. 63 

1.03 

3.34 

MG-1202D 

1.574 

2.13 

4.20 

•59' .57 

0 

2.12 

MG-1203C 

1 .528 

3.41 

5.80 

.65  /.66 

1.87 

i  4.31 

MG-1204D 

1 .582 

3.55 

6.03 

.67/. 69 

1.14 

3.67 

MG-1233 

1 .626 

2.35 

3.89 

.43/. 42 

0.057 

2.14 

mg-121'8 

1.537 

3.96 

6.41 

.67/. 67 

1 .62 

4.08 

MG-1263B 

1 .528 

3.25 

5.70 

.67/. 67 

1.05 

3.55 

MG-1264B 

1.558 

3.27 

6.33 

.84/. 84 

— 

MG-1276B 

1  .631 

3.01 

5.12 

.56/. 58 

0.49 

2.64 

MG-1467B 

1.570 

1.94 

6.44 

.74/.  71 

-0.38 

1 .98 

MG-1474 

1.855 

,10.44 

10.16 

.78/.  77 

6.56 

6.28 

MG-1855B 

1.585 

3.62 

5.95 

. 66/ . 64 

0.72 

3.10 

MG-1894 

1.570 

I  2.66 

5.53 

.71/.  71 

0.79* 

3.41* 

MG-1897 

1.581 

2.13 

4.67 

.  73/ .  70 

0.33 

2.93 

MG-1898B 

1.570 

3.13 

5.76 

.74/.  71 

1.04 

3  .73 

MG -18 99 

1 . 566 

3.85 

6.15 

.62 /.63 

1.04 

3.73 

MG-1902B 

1.577 

2.75 

5.05 

.63/ .63 

0.87 

3  .21 

MG-1903B 

1.563 

3.06 

5.58 

.72/. 69 

1.08 

1  3.65 

MG-1906B 

1.550 

3.96 

6.76 

.78/. 78 

1.48 

4.37 

MG -1907 

1.599 

2.65 

4.76 

.65/. 64 

0.46* 

2  .82* 

MG-191 i 

1.555 

4.14 

6.52 

.65  /.66 

1 .65* 

4.08* 

MG-1915B 

1.573 

3.13 

5-55 

. 73/  .  73 

1.25 

3  .72 

MG-1Q17A 

1.573 

3.20 

5.85 

•71/. 73 

0.45* 

3.15* 

MG-1918 

1 . 566 

5.20 

7.14 

.61/.  58 

1.93 

4.10 

MG-1919B 

1.589 

1.96 

4.46 

.68/. 68 

-6.14 

-3.59 

MG-3835 

1.517 

2.56 

5.23 

.74/.  74 

0.90 

3.63 

*c.f.  Table  XXI  for  corrected  values 


Determination  of  the  values  of  a  and  E  for  the  above 
calculation  of  B  are  discussed  in  the  next  section  (section  2.5*6). 

2.5.6  Elastic  Properties 

As  stated  in  Section  2.5.5  t lie  change  in  optical  thickness 
of  a  test  specimen  as  a  function  of  applied  pressure  is  a  combina¬ 
tion  of  a  change  in  refractive  index  and  a  change  in  physical 
dimensions.  The  stress-optical  coefficient  relates  only  to  the 
change  in  index  and,  therefore,  the  change  in  pathlength  d  :e  to 
the  change  in  sample  dimension  must  be  accounted  for.  The  change 
in  sample  thickness  can  either  be  measured  directly  or  calculated. 
The  latter  method  was  chosen  since  values  cf  E  and  a  are  also  re¬ 
quired  in  determining  the  conditions  for  athermalization  (AP  =  0) 
in  Equations  (6),  (7)  and  (8).  The  change  in  sample  thickness 

per  unit  length,  AL  L,  along  the  optical  axis  of  the  interfero¬ 
meter,  i.e.  normal  to  the  direction  of  applied  pressure,  is  given 
by  the  following  expression; 

AL  _  op 
L  ~  E 

where  p  is  the  measured  value  of  applied  pressure,  E  is  Young's 
Modulus  and  a  is  Poisson's  Ratio. 

V'.iues  of  Young's  Modulus  and  Poisson's  Ratio  were  calcu¬ 
lated  from  measurements  of  the  acoustical  velocities51  in  the 
glass  for  both  longitudinal  waves,  VL,  and  shearwaves,  Vs.  The 
relationship  between  these  wave  velocities  and  the  values  of 
Young's  Modul’.s  and  Poisson's  Ratio  are  given  by  the  following; 

Ci  =  VLSP  -  7  +  24  (17) 


and 


(18) 


h(2m  3?,) 

A  a  P 


(19) 


where  f  is  density. 


Sin~'  apparatus  for  the  measurement  of  acoustic  velocities 
id  not  exist  in-house,  samples  were  prepared  to  the  required 
dimensions  (1 .65  cm  y  1 .65  cm  x  1.27  cm)  and  sent  to  the 
Massachusetts  Institute  of  Technology,  where  the  measurements  of 
“L  and  Vs  were  carried  out  under  the  guidance  of  Prof.  S.  C.  Moss 
jsmg  the  ultrasonic  '  pulse-echo'  technique.  Values  of  E  and  a 
were  calculated  using  these  values  of  acoustic  velocity  and  a 

value  of  density  measured  independently.  These  values  are  qivon 
m  Table  XIX.  J 

2.5.7  Athermalization  Results 

As  previously  indicated,  the  glass  compositions  chosen  for 
the  initial  part  of  this  study  were  designed  solely  to  provide  a 
series  of  glasses  with  a  wide  variety  of  glass  ingredients  and  a 
minimum  degree  of  correlation  between  glass  ingredients  from  one 
composition  to  the  next.  With  the  realization  that  the  measure¬ 
ment  of  stress-optical  properties  would  be  a  time  consuming  task, 
it  was  felt  that  some  preliminary  indication  of  the  feasibility 
of  achieving  an  athermalized  glass  composition  was  desired.  For 
this  purpose  a  preliminary  figure  of  merit  (an/a)  was  calculated 
(cf.  Table  XII). 


One  of  the  more  promising  compositions  in  the  series, 
based  on  this  figure  of  merit,  was  MG-1204  which  contained  1^03  wt 
Nd203.  The  Ni303  concentration  of  this  composition  was  increased 
to  2.5  wt t  (MG-1750)  in  order  to  make  the  composition  a  more 
suitable  laser  material.  The  NdsOa  concentration  was  later  in¬ 
creased  to  5  wt^  (mg-1855)  in  order  to  compare  results  with  our 
standard  MG-3835  laser  glass.  The  MG-1204  composition  was  chosen 
rather  than  MG-1270  because  the  initial  calculation  of  the  figures 
of  merit  was  made  using  the  average  value  of  a,  over  the  conven¬ 
tional  temperature  range  of  20u C  to  300JC  which  gave  values  of 
the  figure  of  merit  that  were  slightly  more  negative  than  those 
given  in  Table  XII.  In  that  initial  calculation,  the  glasses 
had  the  same  general  order  of  priority,  but  the  MG-1204  glass  had 
a  slightly  more  negative  value  than  the  next  best  glass.  MG-1270. 

In  order  to  check  the  degree  of  athermalization  achieved 
at  that  stage  of  the  program,  10  pound  (4.5  kg)  melts  of  the 
MG-1750  glass  were  made.  Laser  rods  of  fair  optical  quality  were 
fabricated  from  this  glass  in  order  to  make  a  direct  measurement 
of  the  induced  optical  distortion  produced  in  the  rod  during  the 
pumping  process.  These  rods  were  submitted  to  H.  Welling  of  the 
.  .  Army  Electronics  Laboratories  at  Fort  Monmouth,  New  Jersey, 
where  facilities  existed  for  the  measurement  of  temporal  and 
spatial  variations  of  the  optical  pathlengths  in  pumped  laser  rods. 
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TABLE  XIX.  Elastic  Constants 


Glass 

Melt 

No. 

MG— 1 1 91C 

MG-1192E 

MG-1193C 

MG-1194 

MG-1195C 

MG-1196D 

MG-1197F 

MG-1199C 

MG-1200C 

MG-1201B 

MG-1202D 

MG-1203C 

MG-1204D 

MG-1233 

MG-1248 

MG-1263B 

MG-1264B 

MG -1276b 

mg -1467B 

mg-1474 

MG-1855B 

mg-1894 

mg-1897 

mg-1898b 

mg-1899 

MG-1902B 

MG-1903B 

MG-1906B 

MG -1907 

MG. 1911 

MG-1915B 

MG-1917A 

mg-1918 

MG— 1 91 9B 

mg-3835 

MG-17S0 

(a)  VL 

Vc 


xoungs  j 

.  Modu lu  s 

Density  Acoustic  Veloci t^’  Elastic  Constant.^  (Dynes . cm  'Poi s son-  s 
(g  em1)  (cm  -  sec*  10  (Dynes  erv  ,10u  )  xl0;  )  !  Ratio 


2.78 

4.828 

2.505 

6.480 

2.78 

4.937 

2.810 

6.776 

3.51 

4.822 

2.575 

8.161 

2.83 

6.231 

3.773 

10.988 

2.75 

5-070 

3.219 

7.069 

3.01 

4.923 

2.836 

7.354 

3.63 

4.623 

2.627 

7.7^8 

3.75 

4.878 

2.687 

8.923 

2.57 

5.159 

3.149 

6.840 

3.20 

4.999 

2.853 

7.997 

2.78 

5.899 

3.253 

9.674 

2.76 

4.902 

3.056 

6.633 

3.00 

4.902 

2.816 

7.209 

3.52 

5.643 

3.178 

11.210 

3.07 

4.559 

2.655 

6.381 

2.59 

5.173 

2.988 

6.931 

3.01 

4.875 

2.838 

7.153 

3.35 

5.215 

2.848 

9.111 

2.80 

6.233 

3.201 

10.878 

5-70 

— 

— 

_ 

3.05 

4.906 

2.204 

7.341 

2.74 

5.275 

3.052 

7.624 

2.80 

5.588 

3.284 

8.743 

2.88 

5.072 

2.977 

7.409 

3.45 

4.523 

2  .604 

7.058 

2.98 

5.213 

3.055 

8.098 

2.69 

5.197 

3.095 

7.265 

3.13 

4.735 

2 . 682 

7.018 

3.33 

5.180 

2.915 

8 . 935 

3.36 

4.406 

2.542 

6.523 

3.30 

5-200 

2.997 

8.923 

2.77 

5.057 

2.822 

7.084 

3.32 

4.299 

2.397 

6.136 

2.88 

5.705 

3.278 

9.374 

2.63 

““  ~ 

1 .744 
2.195 
2.327 
4.029 
3.915 

2.421 
2.505 
2.707 
2.549 
2.605 
2.942 
2.577 
2.379 
3.555 
2.164 
2.312 
2.424 
2.717 
2  .869 

2.204 
2.552 
3.020 
2.552 
2.339 
2.781 
2.577 
2.251 
2  .830 
2.171 
2.964 
2 . 206 
1  .908 
3.905 


Shear  Wave 


4- 590 

5- 529 
6.053 
9.754 

6.885 
6.072 
6.320 
6.942 
6.133 
6.556 
7-540 
6.094 
5.965 
9.014 
5.382 
5.779 
6.030 
6.996 
7.579 
5 . 404 
5.666 
6.342 
7.466 
6.315 
5.808 

6.886 
6.314 
5.690 
7.178 
5-430 
7.418 
5.620 
4.863 
8.292 
6.84 
[6.175 

0.003 


Ratio 

a 

0.316 
0.260 
0.301 
0.211 
0.121 
0.255 
0.262 
0.282 
0.203 
0.258 
0.281 
0.182 
0.254 
0.268 
0.243 
0.250 
0.244 
0.288 
9.321 
0.260 
i  0.285 
0.248 
!  0.236 
!  0.237 
|  0.252 
j  0.238 
1  0.225 
j  0.264 
0.268 
0.251 
0.251 
0.274 
0.274 
0.254 
0.225 
0.268 


J 


The  apparatus  for  making  this  measurement  is  described  in  the 
literature .a2  It  consists  of  a  single  path  interferometer  with 
an  L- -Ne  laser  light  source  and  a  frame  camera  and  a  streak  camera 
as  recording  devices. 

A  comparison,  shown  in  Table  XX,  was  made  of  the  change 
in  optical  pathlength  (ap)  at  the  center  and  at  the  edge  of  3  inch 
(76  mm)  long  rods  of  MG-1750  glass  and  our  standard  laser  glass 
MG-3835 • 


TABLE  XX. 

Change  in  Optical  Pathlendth 

During  Pumping3 

MG-1750 

AP  0.38k 

center 

AP  .  =  0.38k 

edge 

MG-3835 

AP  =  1.9k 

center 

AP  ,  =  2.7k 

edge 

^length  of  laser  red  is  3  inches  (76  mm),  k  is  6328a,  pump 
energy  is  1000  joules. 


These  results  are  encouraging  for  two  reasons.  First,  the  change 
in  optical  pathlength  is  uniform  across  the  face  of  MG-I75O  laser 
rod,  i.e.  there  was  no  optical  power  induced  in  the  laser  rod. 

In  this  respect,  MG-3835  shows  a  40^  greater  increase  in  path- 
length  at  the  edge  of  the  rod  than  at  the  center.  This  indicates 
that  the  degree  of  athermalization  of  the  MG-1750  composition  has 
been  greatly  improved  with  respect  to  our  standard  MG-3835  laser 
glass. 

Secondly,  the  magnitude  of  the  change  in  pathlength  for 
the  MG-3835  glass  is  5  to  7  times  greater  than  that  of  the 
MG-1750  glass,  thus  the  latter  may  exhibit  less  wavelength  shift 
per  individual  laser  spike.  In  retrospect,  the  MG-I855  composition 
would  have  been  more  appropriate  for  comparison  with  the  MG-3835 
since  it  would  eliminate  any  effects  due  to  the  difference  in 
Nd203  concentration,  however,  this  material  was  not  available  at 
the  time. 

Based  on  these  encouraging  results,  the  program  to  develop 
a  suitable  method  for  measuring  the  stress-optical  coefficient  of 
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these  glasses  was  continued  and  the  second  generation  of  athermal 
glass  compositions  was  added  to  the  study,  as  previously  reported. 
Funding  of  the  program  expired  before  all  of  the  stress-optical 
measurements  were  made,  but  ill  results  are  included  in  Table  XVIII 
for  the  sake  of  completeness.  Calculated  and  experimental  evalua¬ 
tion  of  the  degree  of  athermalization  achieved  in  these  glasses 
was  initiated  under  the  contract,  but  the  bulk  of  the  work  was 
carried  out  in  a  company-funded  program  following  expiration  of 
contract  funds. 

As  values  of  the  figure  of  merit  and.  later,  the  stress- 
optical  coefficient  data  became  available,  the  more  promising 
compositions  were  selected  and  ten  pound  (4.5  kg)  melts  were 
prepared  to  provide  glass  for  experimental  evaluation  of  the  over¬ 
all  athermal  properties  of  the  glass.  Initial  experimental  evalua¬ 
tion  of  these  materials  was  performed  by  fabricating  laser  rods 
of  the  material  and  observing  the  change  in  diameter  of  the  output 
beam  of  the  sample  laser  as  a  function  of  successive  firings  at 
known  input  power.  A  schematic  of  the  experimental  setup  is  shown 
in  Figure  28. 


/ 

LASER  ROD 
(WITH  ELASHLAMPS) 


V*  A  oINO 
OPTICS 


-jo-* 

collimated 

LIGHT 

SOURCE 


Figure  28.  Apparatus  for  measuring  pump- 
induced  thermal  distortion. 

Test  rods  were  12  mm  diameter  v  30.5  cm  long  with  one  end 
flat  and  normal  to  the  axis  and  the  other  end  flat  but  tilted  5 
from  normal.  The  rod  to  be  tested  was  surrounded  by  four 
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symmetrically  spaced  FX-47A-12  xenon  flashlamps  to  provide 
uniform  pumping.  The  effective  pump  length  was  9-5/8  inches 
(24.3  cm).  A  camera  with  associated  imaging  optics  was  provided 
which  recorded  a  2*  image  of  the  end  of  the  test  rod.  The  percent¬ 
age  change  in  the  diameter  of  this  image  is  used  as  an  indication 
of  the  induced  thermal  distortion. 

*  isi regents  were  made  on  a  few  glasses  and  results  are 
--  *  ”« cl-  XXI  as  a  function  of  input  power  (wattS'cm)  and 

mi  :  .rings.  Measurements  were  usually  made  after  the 
firs*  and  at  5  pulse  intervals,  however,  some  diffi- 

cu.r.  encountered  with  rod  fracture  at  the  high-r  power 

lew«ls. 


TABLE  XXI. 

Pump  Induced  Thermal  Distortion 

Pump 

Glass 

Power 

Induced  Distortion  {  ) 

Number 

(w/  cm ) 

1st 

5th 

10th 

15th 

0835 

200 

6 

12 

15 

16 

1895 

285 

6 

(fractured) 

— 

— 

1899 

40 

0 

0 

0 

0 

100 

0 

0 

4 

1911 

285 

0 

(fractured ) 

— 

— 

1918 

50 

0 

0 

0 

0 

100 

0 

0 

0 

0 

150 

0 

0 

(fractured )- 

Percentage  change  in 

image  size 

as  a  result  of 

1st,  5th. 

etc. 

firing 

of  flashlamps. 

This  measurement  differs  from  the  one  summarized  in 
Table  XX  in  several  respects.  The  former  measures  the  distortion 
produced  during  a  single  pulse,  while  the  latter  indicates  the 
distortion  existing  after  one  and  usually  several  pump  pulses. 

The  latter  is  also  a  much  cruder  measurement  and  was  designed 
primarily  as  a  rapid  screening  procedure  to  determine  the  relative 
degree  of  thermally  induced  distortion. 
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Subsequent  to  this  program.  a  more  qualitative  measure¬ 
ment  was  made  to  correlate  experimental  and  calculated  evaluation 
of  athermalized  materials.  In  thi «  case,  the  lens  power  created 
in  a  laser  rod  of  standard  configuration  was  measured  by  observ¬ 
ing  the  change  in  focal  length  of  a  '  lQns  system"  consisting  of 
a  2  diopter  lens,  plus  the  laser  rod  which  la  illuminated  with  a 
collimated  beam  of  1.15  P™  light.  The  laser  rod  was  either 
pumped  with  a  xenon  flashlamp  at  a  high  repetition  rate  or  was 
irradiated  with  a  continuous  tungsten  lamp  to  simulate  various 
loading  conditions. 

Results  of  this  study  indicated  that  the  correlation 
between  calculated  values  of  difference  in  AP ' s  between  the  center 
and  edge  of  the  rod ,  and  the  experimental  measurement  of  induced 
power  was  not  always  consistent.  This  led  to  a  reexamination  of 
data  used  in  the  calculated  values  of  AP.  The  major  source  of 
error  appears  to  be  the  inaccuracy  involved  in  the  measurement  of 
the  elastic  constants,  i.e..  Young's  Modulus  and  Poisson's  Ratio. 
Samples  of  the  compositions  . howing  the  greatest  discrepancy  in 
correlation  were  resubmitted  for  measurement  of  the  elastic  con¬ 
stants.  Calculations  using  these  new  values  of  the  elastic 
constants  showed  quite  good  correlation  between  calculated  and 
experimental  values. 

This  suggests  that  the  other  values  of  the  elastic  constants 
should  be  rechecked,  and  that  the  values  of  elastic  constants  in 
Table  XIX,  and  values  generated  therefrom,  (b's  in  Table  XVII ) 
snould  be  corrected  accordingly.  Revised  values  for  selected 
glasses  that  were  remeasured  are  given  in  Table  XXII.  With  accu¬ 
rate  values  of  the  elastic  constants,  it  should  be  possible  to 
make  a  reliable  calculated  evaluation  of  the  athermal  materials 
using  existing  values  of  the  other  parameters  involved  in  Equations 
(4)  through  (8).  The  next  least  ^"liable  parameter  in  these 
equations  is  probably  the  measurement  of  tj  ~  thermal  expansion 
coefficient . 

Results  of  the  above  company-funded  study,  using  revised 
data  where  avai lable .  indicated  that  there  were  numerous  glasses 
with  computed  values  of  average  change  in  pathlength  (Eq.  8)  which 
were  less  than  that  of  our  standard  laser  glass  MG-3835.  and 
several  which  were  smaller  in  magnitude  than  the  impre /ed  MG-1750 
or  MG-1855  glasses.  Measured  values  of  induced  optical  power  were 
obtained  with  the  above  modified  system  on  six  rods  chosen  on  the 
basis  of  low  optical  distortion  and  approximately  equal  NdgO,, 
content.  Four  of  the  rods  had  lower  induced  power  than  our  standard 
laser  glass.  One  of  these,  MG-1518,  exhibited  no  induced  power  in 
agreement  with  the  preliminary  results  of  Table  XXI. 


80 


TABLE 

XXII.  Revised 

Values  of 
Selected 

Elastic  Constants 
Glasses 

on 

Stress  Optical 

Coefficients 

Glass 

Number 

Young ' s 

Modu lu  s 

(10  dynes/cm^ ) 

Poisson ' 
Ratio 

s 

B|| 

(Brewsters ) 

,  Bi 

(Brewsters ) 

1191 

8.4 

0.15 

1 .04 

3.47 

1894 

6.7 

0.26 

0.76 

3.38 

1899 

6.1 

0.24 

1 .7^ 

4.04 

1907 

7.75 

0.27 

0.59 

2.77 

1911 

5.8 

0.23 

1.99 

4.42 

1917 

6.85 

0.22 

1.45 

4.51 

3 .  SUMMARY 

One  of  the  first  studies  performed  under  this  program, 
initiated  in  May  1962,  was  the  effect  of  material  impurities 
(both  oatch  ingredient  and  crucible)  on  the  transmission  cf  the 
laser  material  at  its  emission  wavelength  of  1.06  pm.  The  major 
cause  of  absorption  at  this  wavelength  is  the  presence  of  iron 
in  the  glass.  High  purity  sources  of  the  major  glass  ingredient. 
Si02 ,  were  located  which  contain  3  ppm  or  less  of  iron  from  which 
glass  with  an  absorption  of  0.24/ cm  or  less  is  currently  made. 

The  search  for  high  purity  materials  is  a  continuing  one. 

Fluorescent  lifetime  was  investigated  in  an  effort  to 
develop  materials  with  desired  lifetime  characteristics  and  also 
as  a  means  of  obtaining  a  better  understanding  of  the  mechanisms 
involved  in  the  laser  porcess.  One  of  the  early  goals  was  to 
develop  a  material  with  a  long  fluorescent  lifetime  for  use  as  a 
high  energy  storage,  Q-switch  material. 

A  study  of  lifetime  as  a  function  of  composition  indicated 
that  lifetime  value  increases  as  the  ionic  radius  of  the  alkali 
ingredient  is  increased,  i.e.,  Li  to  Cs.  and  to  a  lesser  extent 
as  that  of  the  alkaline  earth  ingredient  is  increased,  i.e..  Ca 
to  Ba.  Lifetimes  of  about  1  ms  were  obtained  by  optimizing  glass 
composition.  Concentration  quenching  is  slower  to  develop  in 
these  long  lifetime  materials  containing  larger  alkali  ions;  for 
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example,  it  occurs  in  the  5~7  wt^  Nd203  region  for  a  K,Rb-crovn 
glass  compared  to  2-3  wt"'  Nd20n  for  Na.  K-crown  glasses. 

An  analysis  of  fluorescent  intensity  as  a  function  of  time 
indicates  that  the  decay  process  is  not  a  purely  exponential  one. 
Results  suggest  that  the  decay  transition  probability  for  a  given 
NdJ+-ion  is  a  function  of  the  degree  of  coupling  between  it  and 
neighboring  Nd3+-ions  rather  than  being  associated  with  a  specific 
site  in  the  glass  host,  the  latter  identifiable  as  a  function  of 
glass  composition, 

Solarization  resulting  from  the  ultraviolet  emission  of 
the  flashlamps  used  to  pump  laser  systems  was  investigated  as  a 
function  of  glass  composition  to  determine  its  effect  on  the 
transmission  spectra  of  laser  materials  aid  their  laser  performance. 

The  addition  of  Ti02 .  a  UV  absorber ,  to  the  glass  decreases 
the  solarization  change  in  transmission  throughout  the  spectrum 
rather  uniformly  but  doesn't  eliminate  it.  Sb20.,  .  which  changes 
valence  readily,  confineo  the  change  ii  transmission  to  the  blue 
end  of  the  spectrum.  Ce02  ,  which  changes  valence  readily  and 
also  is  an  excellent  UV  absorber,  practically  eliminates  the  change 
in  transmission.  Combining  Sb203  and  Ti02  reproduces  the  result 
obtained  with  CeCt,  but  with  better  UV  transmission. 

The  investigation  of  the  effect  of  the  solarization  treat¬ 
ment  on  laser  performance  indicates,  in  the  case  of  a  glass  con¬ 
taining  Sb203 .  tha+  the  initial  change  in  laser  performance  of  a 
"fresh''  laser  rod  is  an  aging  process  independent  of  the  colora¬ 
tion  induced  by  solarization.  This  aging  process  took  place 
whether  solarization  was  allowed  to  occur  or  not.  For  the  case 
in  which  solarization  was  inhibited  during  the  aging  process, 
the  rod  was  subsequently  solarized  with  no  observable  degradation 
of  laser  performance  due  to  the  solarizing  process. 

Thermal  conductivity  and  specific  heat  were  determined 
under  a  subcontract  to  an  independent  laboratory  for  two  quite 
different  types  of  glass,  a  flint  and  a  crown  glass.  The  results 
suggest  that  for  silicate  glasses,  values  of  these  parameters  do 
not  change  significantly  as  a  function  of  composition. 

A  serious  problem  in  the  operation  of  lasers  is  the 
optical  distortion  thermally  inducer  in  the  cavity  due  to  non- 
uniform  pumping  throughout  the  laser  material  .  An  analysis  of 
the  factors  contributing  to  the  induced  changes  in  optical  path- 
length  was  carried  out  which  indicated  that  it  might  be  feasible 
to  develop  an  athermalized  laser  material  "  n  which  the  optical 
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path  through  a  laser  system  would  not  be  distorted  by  the 
existance  of  thermal  gradients.  This  analysis,  carried  out 
independently  of  the  contract,  lead  Lo  a  contract  modification 
to  study  the  effects  of  composition  on  the  thermal  coefficient 
of  refractive  index,  an ,  the  coefficient  of  thermal  expansion, 
a,  the  stress-optical  coefficients.  Bx  and  B  .  and  the  elastic 
constants  which  provide  values  of  Young's  Modulus,  E,  and 
Poisson's  Ratio,  a.  An  attempt  to  develop  a  glass  with  zero 
stress  birefringence  (bx  =  B  )  and  a  negative  value  of  un  was  not 
successful.  Determination  of  stress-optical  coefficient  values 
proved  to  be  the  most  difficult  and  most  time  consuming  measure¬ 
ment  to  perform.  The  contract  expired  about  the  time  the  latter 
measurements  were  being  completed  and  final  optimization  of  the 
material  was  not  undertaken. 

When  it  became  evident  that  the  measurement  of  the  stress- 
optical  coefficient  was  going  to  be  a  rather  time  consuming  process, 
an  experimental  material  with  the  most  promising  ratio  of  on/o 
(highest  negative  value)  was  evaluated  to  check  the  feasibility 
of  the  general  approach.  The  optical  distortion  induced  in  a 
76  mm  long  rod  of  this  material  under  typical  laser  pumping 
conditions  was  measured  by  an  independent  laboratory  in  compari¬ 
son  with  our  commercial  laser  material.  Their  results  indicated 
no  induced  power  in  the  experimental  glass  at  the  pump  powers 
used,  but  a  definite  induced  power  in  our  standard  glass.  Based 
on  t.icse  very  encouraging  results,  a  second  series  of  test  compo¬ 
sitions  based  on  this  glass  was  added  to  the  study. 

Results  of  the  study  indicated  that  good  correlation  can 
be  obtained  between  measured  value  of  the  degree  of  optical  dis¬ 
tortion  to  be  expected  and  values  computed  from  the  above  para¬ 
meters.  Computations  indicated  that  several  of  the  compositions 
are  better  atnermal  materials  than  our  standard  commercially 
available  laser  glass.  Actual  tests  on  a  limited  number  of 
materials  confirmed  this.  One  of  these  compositions  was  judged 
to  be  completely  athermal ,  i.e.,  a  rod  of  the  material  showed 
no  induced  optical  power  as  the  input  power  to  the  flashlamp 
was  increased  to  the  point  at  which  the  laser  material  fractured 
thermally. 

A  study  of  damage  to  laser  material  due  to  high  intensity 
laser  light  was  initiated  under  the  last  contract  modification. 

This  phase  of  the  work  was  deleted  before  the  test  equipment  was 
completed  because  of  the  magnitude  of  the  problem  and  the  1 Lmited 
funds  available. 
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APPENDIX  I 

THEORETICAL  CONSIDERATIONS  OF  ZERNIKE’  S  'iHREE  PINHOLE 
INTERFEROMETER  AS  APPLIED  TO  THE  MEASUREMENT  OF  STRESS 
OPTICAL  COEFFICIENTS  IN  STRIATED  GLASSES 


I  .  1  INTRODUCTION 

The  effect  of  pressure  on  the  optical  properties  of  glas 
is  described  by  Morey.1-  We  adhere  to  the  theory  given  by  Morey 
The  pressure  P  is  applied  along  Z  and  the  light  is  propagated 
along  Y  as  in  Figure  1-1.  The  electric  vector  is  polarized  to 
vibrate  along  Z  or  X. 


DIRECTION  or  THE 
LIGHT  BEAM 


Figure  1-1 .  Convention  with  respect  to  the  glass  sample . 

n  is  the  refractive  index  of  the  isotropic  solid 
when  no  stress  is  applied. 


Preceding  page  blank 
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Let  Xx,  Yy  and  Zz  be  the  longitudinal  components  of  strain. 

Let  v  bo  the  velocity  of  light  in  the  glass  in  the  unstrained 
state.  Let  vx,  vy  and  vz  denote  the  velocities  with  the  electric 
vector  vibrating  along  X,  Y  and  Z  respectively.  Then,  beginning 
from  the  relations 


Vx-V  -  q  Xx  t  p  Yy  t  p  Zz  ; 


Vy-V  =  p  Xx  -1-  q  Yy  p  Zz  ; 


vz-v  =  P  Xx  *-  p  Yy  -*■  q  Zz  : 


(1) 


and  introducing 


Xx  -  Yy  =  a  e" 


Zz  - 


P_ 

E  ’ 


(2) 


P  =  pressure;  E  Young’s  modulus;  a  =  Poisson'  s  ratio; 
then  since 


v  -v  n-n  v  -v  n-n  v  -v  n-n 
x  _  _ x  _  _y _  _  _ y  .  _z _ _  _ y 


nx  ’  v 


ny  v 


n. 


(3) 


we 


obtain  with  respect  to  Fig .  1-1 


n  -n  An  An 
z  z  z  P 


nz  nz 


n 


2  -  2a  ^ 


;  (z-polarization) 


n  -n  An  An  _  _  _  , 

_  — -  -  — -  =  _  (1-a)  -  -  a  -  ’  (x-polarization)  (4) 

n  n  n  E  V  V  > 

x  x 


86 


In  summary 


_ 7_  _  L  [*2  -  2o  -  r  2-  -polarization: 

n  E  [  v  v] 

Z  [f'i-n'i  -  -  a  -r  X-polarization: 

n  E  1/  *  v  vj 

Z  along  line  of  pressure  X  r  line  of  pressure  . 

'Hie  problem  is  to  measure  Anz/n  and  Anx  n  so  that  the 
coefficients  p  v  and  q/v  can  be  computed  from  Eq .  5- 


(5) 


1.1.1  General  Scheme  for  Measuring  Anx  n  and  Anz/n. 

With  reference  to  Fig.  1-1 .  let  D  be  the  distance  in  air 
from  A  to  B.  Let  0  denote  optical  path  in  number  of  wavelengths 


0  0  for  no  pressure;  0  -  0a  with  pressure  applied. 

L(n-l)  +  D  .  (n+An-l)]L+AL)+p  . 

0  ;  <Pa  =  X 

men 

A0  =  0  -0O  =  LAn+(n-ljAL  .  AnAL  neglected. 


An 

M0 

AL  n-1 

or,  again 

n 

~  nL 

L  n 

An 

>A0 

P  n-1 

AL  _  qP 

n 

-  nL 

0  E  n 

’  L  ”  E 

(6) 

(7) 

(8) 

(9) 
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Either  one  measures  both  A <p  and  AL  or  measures  A <p  ard  P 
while  knowing  a  and  E  .  At  the  moment  we  do  not  plan  to 
measure  AL. 


Let 


A$  =  ^0  for  the  E-vector  along  X ; 

A0?  =  A <p  for  the  E-vector  along  Z.  the  line  of  pressure. 

Then 

An  M<p  aP  n-1 

x  x 

n  nL  £  n 

An  "  n  -n;  An  =  n 

v  v 


An 


n 


7A0  aP  n-1 

_ z 

nL  E  n 


-n . 


(101 


We  thus  have  a  definite  way  of  obtaining  An  /n  and  An  /n 

x  z 

if  we  arrange  to  measure  the  changes  of  optical  path  A <p 

and  A<p  .  x 

z 

1.2  CHECK  ON  THE  VALUE  OF  A <p  AGAINST  POCKELS,10 

z 

From  Eq.  (10) 

^A  <p  An  aP  n-1 

z  z 

nL  n  E  n 


Then  from  Eqs .  ( 1 1 )  and  (5) 


.  .  nL 

A«,z  =  y 


|  \o  n-^  +  2  -  2a  El 

El  n  v  v  J; 


which  agrees  with  Eq .  (2)  on  p.  748  of  Pockel’s  paper 


(ID 


(12) 
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Let  us  look  also  into  the  value  ol  A0X .  From  Eq .  (10) 


kA0x  An  P  n-1 


nL  n 


+  a  - 


E  n 


(13) 


Then  from  Eqs .  (13)  and  (5) 


A  0 


nL  P  f  n-1  .  p  q  1 

=  k-  -  a  -  +  (1  -a)  -  -  a  - 

x  A  E  L  n  '  '  v  v  J 


(14) 


Mow 


that 


.  interestingly,  we  see  that  from  Eqs.  (12)  and  (14) 


^  ■  f  i  <>«>  [I '  qr] 


(15) 


It  can  happen  that  for  flint  glasses  q  >  p;  but  from  Pockel’  s 
data  p  is  usually  greater  than  q.  Thus  we  must  expect  that, 
usually . 


A0  >  A0  * 
x  z 


(16) 


1.5  COMMENTS  ON  STRIATED  GLASS 

Whereas  many  interferometers  can  be  used  to  measure  the 
optical  path  differences  A 0X  and  A0Z  for  homogeneous  glass  of 
high  quality,  most  of  the  methods  must  be  eliminated  when 
striated  glasses  are  to  be  measured  with  a  high  degree  of 
precision.  We  would  like  to  measure  A0X  and  A 0Z  to  about 
k/100  -  even  though  the  glass  be  quite  striated.  Thus,  the 
method  of  the  Jamin  interferometer,  as  used  by  Pockels  with 
great  success,  fails.  Other  interferometers,  such  as  the 
Tyman-Green,  fail  also  because  the  optical  paths  of  the  two 
arms  are  too  unstable  thermally.  In  so  far  as  possible,  the 
two  interfering  beams  should  follow  practically  parallel  paths, 
and  the  interferometer,  should  produce  straight  fringes  even 
though  the  glass  is  quite  nonuniform. 
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Let  the  beam  passing  through  the  glass  sample  be  called 
the  object  beam.  If  the  glass  is  striated,  one  way  out  of  the 
difficulty  is  to  arrange  to  measure  the  ave rage  optical  path 
through  a  small  area  of  the  sample .  This  suggests  the  use  of 
the  double  pinhole  interferometer;  but  further  considerations 
lead  one  to  the  choice  of  the  three  pinhole  method  due  to 
Zernike  .  Certain  modifications  become  desirable  . 


1.4  A  ZERNIKE  PINHOLE  SYSTEM;  THE  AVERAGING  EFFECT  OVER  A 
CENTRAL,  SMALL  PINHOLE 


We  prefer  to  begin  by  considering  the  configuration  of 
Figure  1-2  in  which  the  lenses  are  omitted. 


Figure  1-2.  Pinholes  are  located  at  £  =  ±  a ,  r,  =  o  and  at 

C  =  o,  ij  =  o.  A  block  of  glass  is  placed  behind 
pinhole  #o,  the  central  pinhole .  The  areas  of 
the  pinholes  are  Ai  ,  A  and  B,  as  indicated.  We 
suppose  for  convenience  that  incident  upon  the 
plane  of  the  pinholes  is  a  plane  wave  propagated 
along  Z.  Pinholes  #1  and  2  are  clear. 


If  P(  £,  r,)  is  the  complex  transmittance  at  the  "object 
plane"  C,  tj ,  then  from  Huygens’  principle  the  disturbance 
F(x,  y)  =  F(x,  y ,  D )  is  given  by 
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(17) 


F(x,y)  =/7*p(£*  r‘)  ”"7 — 

J  Jovct  £ ,  ’i  -  plane 


.n 


r  =  Y(C-x)  +  ( Tl  “Y )  +  D1 


We  are  not  at  liberty  to  assert  that  the  plane  Z=P  falls  in 
the  Fraunhofer  region  so  that  F(x.y)  need  not  be  a  Fourier 
transform . 

We  have 

P(C,  t})  =  1  over  pinholes  1  and  2;  (18) 

p(C.  -)  =  p,  (C,  T,)  over  the  central  pinhole.  (19) 


We  assume  that  all  of  the  pinholes  are  small  -  so  small 
that  (17)  is  well  approximated  by 


F  ( x  .  y )  =  A. 


ikr. 


4-  A~  -- 


ikr 


•//. 


ikr 


+  Po(C..  Tj)  dCdri 


over  the  central  pinhole. 


(20) 


We  have  to  consider  the  remaining  integral  more  carefully  when 
P  ( s  •  r. )  £  constant.  Let 


ikr 


h) 


d£dn . 


central  pinhole 
P:  (£.  i])  4s  constant  when  the  glass  sample  is  striated. 
From  (17)- 


(21) 


=  Lx  +y  J-D  +C  -  2  (xC+y-,)"/  =  R  Jl  4  - 2^  — ^  ; 

*  R  R 


where  R  =  r 


■  v* 


4-  y  4-  D‘  • 


(22) 
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Now 

\lc  ^  v 

yields 


in  the  experiments  D  will  be  so  large  relative  to 
and  x£  +  yr)  |  that  with  excellent  approximation  (22) 


C  HT  x^+yh 

2R  R 


(23) 


It  suffices  to  set  r  -  R  in  the  denominator  of  (21)  to  obtain 


ikR/7* 

=  ~R  //Po(C, 

JJovc r  t 


ik 


C  x^+yT 


2R 


R 


T))c  *'  Jd£dr| 

the  central  pinhole 


(24) 


Further  simplifications  of  Eq .  (24)  are  possible  if  we 
restrict  D  and  therefore  R  to  be  greater  than  50  meters,  and 
restrict  the  diameter  of  the  central  pinhole  to  be  equal  or 
less  than  about  0.34  mm.  Then  yf~C  W  =  0.3* '2.  hence  with 
respect  to  Eq .  (24)  .  witi  A  =  0.6>28  •  10“  mm 


k 


L+l 

2R 


w 


Vc +h-  Vc 

a 


+TV 


R 


0.0029  radians. 


(25) 


Consider  next  the  term  k  ^-*yr|  ?  along  the  line  y  =  o. 

The  fringe  width  produced  by  the  fringes  due  to  the  two  outer 
pinholes  is  given  by 

x  _  A 
R  =  2a 


We  now  restrict  our  field 

.  .  .  x  '  A 

that,  say,  -  =  —  .  Then 


of  view  to  points  x  so 

k  =  ^  ^ 

R  R  ^  2a 


near  the  axis 
7 rC/a.  We  have 


a  =  7  mm  and  £  L-  0.17  nun. 
of  the  field 


Hence  for  points 


x ,y  near  the 


center 


k(x£+yn ) 
R 


0.077  radians. 
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l 


Under  these  circumstances,  the  exponential  in  Eq .  (24)  is  sub¬ 
stantially  constant  =  unity  so  that 


I  = 


Ok': 


n) 

the 


d^dri 

central 


pinhole 


(26) 


Returning  to  Eq .  (20),  we  may  now  set  r  =r  -R  in  the 
denominator  and  write 


F(x,y) 


ikR  |  ik(r!  -R)  ik(r  -R) 

R  )A'e  +Ae 


J/p  (C  ,h)dCdT|  J 

B  ) 


where  B  is  the  area  of  the  central  pinhole  and  ffp  (C.h)dCdTl/B 
is  the  average  value  of  the  complex  transmittance  P0(C,h)  over 

the  pinhole  . 


1.5  INTRODUCTION  OF  THE  AVERAGE  OPTICAL  PATH 

The  expected  glass  samples  produce  the  variation  P;(C,rj) 
over  the  central  pinhole  .  We  expect  that 

P  (C,r)  =  T  elA^*r^  (28) 


where  T  is  the  amplitude  transmittance  and  A  is  the  optical  pathy 
through  the  striated  sample  of  glass.  T  will  be  substantially 
constant  but  not  A(C,r(). 

Let  Aa  be  the  average  value  of  the  optical  path  over  the 
area  of  the  pinhole  .  Then 


P  (C,n)  =  T  ei&a  ei[A(?’ri)-Aa  •  (29) 

We  assume  now  tnat  A(C,g)-Aa  is  no  larger  but  that 

g1  -  1  +  i  [A(C,n)-AaJ  :  (50) 
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lA(C,n)-AaJ2 

i .e .  terms  — -  and  higher  ordered  terms  are  negligible . 

Then 


'll 


p  (C.hJdCdT^ 


l+i(A(4,T))-A  )  dCd' 

a 


over  central  pinhole 


iA,  \ 


)  B-iBAa+i  f/AU  jTj  )dCdrj 


T  e  B-iBA  +iBA 

'  a  a 


(31) 


In  summary  from  Eg.  (31) 


I  =  T  B  e 


=//  MC,») 

JJ over  cen 


)d^dt] 

ntral  pinhole 


(32) 


For  this  to  be  true,  the  variation  A(C,r|)-A?  must  be  small 
enough  that  in  the  expansion  (JO)  the  term  ip  A(C,t])-A 


and  all  higher  ordered  terms  are  negligible.  This  offers  con¬ 
siderable  information  about  the  allowable  variation. 

Finally  in  summary  from  Eqs .  (27)  and  (32)  we  obtain 


ik(r,  -R) 


ik(r  -R) 


p(x,y)  =  ^  |  Aj  e  +  A  e  +  T  B  e 


(33) 


A,  =  area  of  pinhole  1: 


A;-  =  area  of  pinhole  2: 


=  area  of  central  pinhole  . 


=  amplitude  transmittance  of  the  glass  plate  . 

=  average  optical  path  of  the  glass  sample  over  the 
area  of  the  central  pinhole  with  A  in  radians. 


=  \  X  +y*  f-D  ; 


(33a) 


=  (x-a)  +y  t-D  ‘  ;  r  =  r(x+a)  +y  +D 


(331  ) 


□ 


Comment;  When  the  three  pinholes  cannot  he  illuminated 
uniformly,  one  can  consider  A^  ,  A^  and  B  as  the  product  of  area 
of  the  pinhole  and  the  amplitude  of  the  radiatiot  thereon. 

It  can  of  course  happen  that  the  phase  of  the  radiation  incident 
on  the  pinholes  is  not  the  same.  For  this  case  we  can  generalize 
Eq .  (33)  by  writing 

ikR  i\  ik  ( r^  -R )  iA;,  ik(r  -R)  iA» 

F(x,y)  =  ^R  !  Al°  °  +  A  e  e  +  T  B  e  \  (34) 


1.6  THE  FRESNEL  THEORY  FOR  EQUALLY  SPACED  PINHOLES  WITH 
Ai  =  A .  .  THE  LINE  y  =  o  . 


Several  considerations  show  that  one  should  look  at  the 
fringes  in  the  vicinity  x=y=o .  We  shall  take  y=o  and  x  small. 
The  n 


R  =  Vx-  +D 

From  Eq .  33b  and  y=o 


r.  =  V>r  +D  +a  -  2ax  = 


“V1  f  r 


2ax 


r.  =  Vx  +D  +a  +2  ax 


-  RV|1  +  r" 


2ax 

R: 


will 

1 

a 

2ax 

1 

have 

R; 

°r  W 

_L 

-RJ 

a 

ax 

i 

(  a 

r 

1  + 

2R 

R 

8 

lr 

■ R! 

a 

ax 

1 

/  a 

r 

1  + 

2R 

+  R  " 

8 

Vh1" 

Then  approximately 
2ax  \  I 


( 


(35) 


(36) 


(37) 
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ri‘R  =  2R  "  ~R  -  8i?  U  "  4a  X  +  4a  X  )  • 


rr-R  =  1r  +  ¥  ”  8R5  ^  +  4a^x  +  4a  x  )  ‘ 


In  order  to  obtain  good  fringes  .  the  terms  in  x  must  be 
negligible  .  This  will  be  the  case  if  we  observe,  as  we  should 
in  the  vicinity  of  x=y=o .  Then 


a 

(l  3L' 

\  ax 

fl  3 

2P 

‘  1  4r;  t 

'  R 

pr. 

n 

a 

L  a  ' 

\  ,  ax  | 

(  „  a: 

2R 

V1  "  4r2  , 

)+  R  ' 

K1  2R 

Let  the  result  (37b)  be  entered  into  Eg.  (34).  Thei 


F(x,y)  = 


ikR  ik2R  (l  4r  )  i  1  2 


e  e 


.  A2  -Aj  .  kax 

1  ^  1_r" 


\  2R- 


.  A->  -A,  .kax  / ,  n;;  \ 

-1  ~~2~  -1—  l1”) 


.  A-i  +A  . 

■‘■T  1&a 


+  A-,  e 


+  T  B  e 


lk2R  V1  4 pT/\ 


e  ( 

The  irradiance  H(x,y)  is  given  by 
H(x,y)  =  F( x ,y ) |  •  Hence 


.A  -A 

1  1~~2~ 

H(x,y)  =  — -  a  e 


i  .kax/  a‘  \  .A, -A;  .kax/,  a  \ 

■  A  -1  —  par) 

e  '  A,  e  e  ' 


+  T  P  e 


Case  A,  =  A  =  A 


(Like  pinholes  1  and  2). 


(41) 


In  handling  and  interpreting  Eq .  (41),  it  is  helpful 
to  se  t 

*  Aa  -^L-k|-R(l  -|F)-  (42) 

Then 

H(x,o)  =  H(x)  =  i  |2Ac°s[^(l-|^r)  +  +  T  B  e 

R  \jx  +D;  •  (43) 

We  remark  first:  that  sinusoidal  fringes  do  not  appear  except 
where  x  is  so  small  that  with  excellent  approximation 

R  =  D  .  (44) 

Of  considerable  practical  importance,  the  main  effect 
of  having  AL  ^A;  is  to  shift  the  sinusoidal  fringes  that  occur 
near  x=y=o .  This  shift  is  of  no  importance  to  our  present 
application  of  the  Zernike  method. 

It  is  always  possible  to  find  a  D,  Fig.  1-2,  such  that 
$  =  f  \i  -75-  :  M-  an  odd  integer.  (45) 
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Then  with  x  small 


H(x) 


whence 


H(x) 


=  i  1 2Acos  [k§2  (l-lj-  )  ]  +  T  B  o  "2 

=  w  {',A  cos  [  ir  ('"lir)]1  t  e  ( : 

■  Aa  -  V"  ■ k  Id  ( 1  “If- ) :  11  odd- 


(46) 

(47) 

(48) 


T .7  ON  THE  USE  OF  A  COLLIMATOR  AND  TELESCOPE 

The  arrangement  of  Fig.  1-2  is  hardly  practical;  so  we 
utilize  the  configuration  of  Fig.  I -3. 


COLLIMATOR  DIAPHRAGM  WITH  TELESCOPE 


Figure  1-3 .  The  preferred  optical  system.  Light  from  a  laser 
is  focused  upon  a  small  pinhole  at  o.  The  obser¬ 
vation  pl-'ne  is  at  the  distance  z  from  the  focal 
plane  o  the  telescope.  We  observe  this  obser¬ 

vation  plane  by  a  100'  microscope . 
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prefer  (as  will  now  be  explained)  to  locate  0  at  or  near  the 
first  focal  plane  of  the  telescope.  We  assume  that  loth  colli¬ 
mator  and  telescope  are  highly  corrected. 

The  problem  is  now  to  associate  the  out-of-focus  distance 
z  with  the  distance  D  of  Fig.  1-2.  We  wish  also  to  relate  x  in 
Fig.  1-3  to  x  of  Fic .  1-2.  Fig.  1-4  is  used  for  this  purpose. 


GLASS 


TELESCOPE 


Gl 


(-FIRST  FOCAL  PLANE 
OF  THE  TELESCOPE 


D  -4 


I  Z  SECOND  FOCAL  PLANE 
I  I  OF  THE  TELESCOPE 

I  I  I 


f*~~-IMAGE  OF  PLANE  AT  D 


Figure  1-4.  Convention  with  respect  to  the  image  D  of  the 
plane  D  of  Fig.  1-2. 

Beginning  with  Fig.  1-2.  we  obtain  the  solutions  (41). 
(40)  or  (46)  for  the  disturbance  in  the  plane  D  at  distance  D 
from  the  pinholes  where  D  falls  in  the  far— Fresnel  region. 

This  is  to  say  that  in  the  absence  of  the  telescope  we  know  the 
solution  in  plane  D.  Fig.  1-4.  When  the  telescope  is  inserted, 
plane  D  is  imaged  at  a  plane  D  such  that  in  accordance  with 
Newton'  s  formula 

f  =  -  ( D  Fb )  z 

where  the  plane  of  the  three  pinholes  falls  at  distance  b  to 
the.  riaht  of  the  1st  focal  plane  of  the  telescope.  In  this 


(44) 
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Newton's  formula  (D+b)  and  z  are  the  object  and  image  distance 
respectively,  from  the  focal  points  G,  and  G;,  .  ^rom  Eq .  (49) 


D  =  .(£-  +  b)  or*-.. 


f  +bz 


We  may  think  of  distance  z  as  the  out-of-focus  distance 
Let  us  apply  (50)  to  the  result  (47).  Then 

H(x)  =  ~  {  4A  cos  (l-f^r)]  +  T  B  }  .  with 


(50) 


(51) 


D  given  by  Eq .  (50).  Now  in  (48),  the  glass  plate  is  so  thick 
that  p.  is  going  to  be  some  large,  positive,  odd  number.  Thus 
we  choose  the  +  sign  and  write 


A  =  u  I  +  -  *2. 

a  2  2  2 


f  +bz 


(*-T 


( f  ‘  +bz ) 


At  this  point,  we  neglect  a  /2D  as  compared  to  unity 

a  z 

anC1  T  (f  +bz)  aS  coraPared  to  unity.  This  does  mean  that  we 

should  be  looking  in  the  region  where  z  is  small,  that  is,  near 
focus.  Eqs  .  (51)  and  (52)  now  assume  their  practical  form 


n(x)  =  [**A  cos  ^  ~~~)+  t  b  J  ; 


(52) 


(53) 


=  U  1  +  V±A  _  -M 


2  (  f:  +bz  ) 


(54) 


As  pointed  out  by  Van  Heel,  we  now  see  that  A-,  is 

■  ■  -  —  .  .  _  g _ 

linear  in  the  out-of-focus  distance  z.  Fig.  1-4,  when  b=o . 
j_ig.-__w.hen  the  plane  of  the  pinholes  is  located  at  the  1st 
_focal  plane  of  the  telescope  .  Our  experiments  have  confirmed 
this  conclusion. 


To  summarize  matters  up  to  this  point,  we  choose  =  b.  — 

where  $  is  given  by  Eq .  (42).  Then  the  irradiance  h(x)  is  given 
by  Eq .  (53)  provided  the  two  outer  pinholes  have  equal  area  and 
are  equally  illuminated.  The  fringe  settings  tor  Eq .  (53)  arG 
sharp,  i  .e  .  the  values  of  z  at  which  the  fringes  assume  this 
doubled  appearance  are  sharp .  The  values  of  z  at  which 
<t  =  o.  7T.  *  2ir.  etc.  are  not  sharp  and  are  not  a  good  measure 

of  A  .  We  utilize  Eq .  (54)  as  follows.  With  an  initial  pres- 
sure3on  ♦'he  glass  sample.  Fig.  1-3  •  and  f°r  tbe  assigned  direc¬ 
tion  of  vibration  of  the  electric  vector 


v  A-  +A. 

M  2  +  — 2~ 


k  a  z^ 
2jf  +bz“l 


For  the  pressure  P, 


A}  +A- 
2  " 


k  a  z. 

2\  £  +bza  ) 


(55a) 


(55b) 


since  we  alter  z  so  as  to  keep  the  order  number  p.  the  same  and 
since  neither  A,  nor  A  are  altered.  Thus 


(A  \  _/A  \  =  _  *2:  r 

zi 

-  .z>  1 

\  a  A  V  a/o  2  L 

f‘  +bz! 

f  +bz0  J 

Then  with  b=o  or  negligible 


(55c) 


(Aa),  '  (fla)0  =  -  IF  (Z’-^)  =57  <Z^Z'  >  •  (55d) 

In  case  (  Aa)  >(  Aa)  »  Zrj  >  z'  ’  (55e) 

a  fact  which  we  confirm  experimentally. 

Wc  seek  next  to  introduce  the  actual  coordinate  x  of  the 
plane  of  observation  D'  of  Fig.  1-4.  To  do  this,  we  use  the 
simplified  Fig.  1-5.  This  indicates  the  first  order  optics 
that  become  involved. 
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X 


TELESCOPE 


FOCAL 

POINT  I  f 


k  FOCAL 
PO_,NT  V 


I 

-j  b  _ 

I 


'D'  PLANE 


D  PLANE" 


Figure  1—5-  Illustrating  the  first  order  connection  between 
x  and  x . 


From  Fig.  1-5,  if  |m|  =  magnification 
I  m|  _  Jd'Z _  =  f+z  _  x 

D-(f-b)  D-f+b  x 

where  z  o  in  the  figure  .  We  should  have 
M  -  (image  distance)  -z 

f  T 

Let  us  check  this  matter.  From  Eqs .  (50)  and  (56) 


H(x) 


(60) 


At  b=o.  t.ol  only  is  >1  or  \a  linear  in  the  out-of-focus 
distance  z  but  also  the  fringe  width  for  fields  near  x=y=o  is 
constant.  We  have  from  (  50) 


H(X) 


1  ) 
D  I 


4a 


cos 


(61) 


more  conveniently,  since  the  external  factor  is  unimportant 


Fi(x)  =  4a  cos  (— j+  T  B 


/  kax 
\  ~  f  '/ 


(6la) 


holding  tor  outer  pinholes  having  the  same  area. 

Also  from  Eq .  (42)  for  with  R  -D  and  ^  =  ~— 

with  a"  4r  negligible 


«  -  'a  -  -  r-  *1  *T  Z 


(62) 


where  ^a .  A  and  A.  are  to  appear  in  radians.  For  highly  cor¬ 
rected  telescopes  and  well  centered  systems  we  may  take 

\  =  A  =  o 


(62a) 


At  our  settings  that  produce  the  distribution  (6l),  we  set 

7 r 

z  so  that  <p  =  u  —  .  u  odd. 
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APPENDIX  II 


TOLERANCE  STUDIES  ON  THE  INTERFEROMETER 

II. 1  EFFECT  OF  DEFOCUSING  THE  COLLIMATOR 

In  setting  up  the  system  of  Figure  23.  it  is  assumed  that 
with  collimators  and  telescopes  of  15  inch  focal  length  one  is 
likely  to  set  point  O  oily  within  -  1/4  inch  of  the  first  focal 
point  of  the  collimator..  Similarly,  one  is  likely  to  set  Q  only 
within  ±  1/4  inch  of  the  first  focal  point  of  the  telescope. 

We  will  now  shew  that,  fortunately,  a  de focusing  of  the 
collimator  does  not  introduce  error  into  our  measurement  of 
path length  change. 

Suppose  first  that  in  Figure  23  the  pinhole  0  falls  to  the 
left  of  the  first  focal  point  of  the  collimator.  Then,  in  the 
absence  of  the  telescope  lens,  O  would  be  focused  at  a  point  O' 
at  a  great  distance,  L ,  from  the  plane  of  the  three  pinholes  as 

shown  in  Figure  II-l.  Let  us  suppose  for  simplicity  that  the 
system  is  centered  and  is  highly  corrected.  Then,  the  phase  at 
the  two  outer  pinholes  will  be  given  by 


ikC  -ikR  ike  -ik  Va^ 
e  e  =  e  e  o 

and  the  phase  at  the  central  pinhole  will  be  given  by 

ikC  -ikiF  iA 
e  e  o  e  a  , 

where  C  measures  the  total  pathlength  from  0  to  O'  and  A  is 

d 

the  average  additional  pathlength  introduced  by  the  glass  sample. 

We  may  now  find  the  solution  to  the  Fresnel  problem  as 
done  previously  (  cf .  previous  Appendix  Sections  1.4,  1. 5, 
and  1.6  wherein  D  corresponds  to  the  present  £Q) .  For  simplicity 
let  the  two  outer  pinholes  have  the  same  area  A.  Our  solution 
for  F(  x,o  =  F(  x  will  be  that  of  Eq.  (38)  of  the  previous  semi¬ 
annual  report  in  the  above  mentioned  Appendix  wherein 

A-j  =  A?  =  k(  C  -  V  as  +£2,)  ;  =  o ; 


Preceding  page  blank 
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Figure  II-l.  Illumination  of  the  pinholes  A.  B  and  c  in  ~on 
vergent  light. 


and  is  replaced  by 
Aa  +  k( C-iQ)  . 

Maintaining  the  approximation  expressed  in  Eq.  44  of  that 
Appendix  and  ignoring  the  unimportant  external  factors  one 
obtains,  for  the  case  A1=A,^A, 


(4) 


C  kax  / 

i  —  \\ 

L  to  \ 

2*1, /J 

<t>  A  +k  [  Jl  +a-  -  £  1  -  [i  _  JL  1 

a  LV  o  oj  I1  4r  J  • 


4i= 

w  o 

With  the  system  of  Fig.  1  the  defocusing  of  the  collimator  will 
be  kept  small  enough  so  that  lQ  will  remain  great  and  will  be 

so  large  relative  to  a  of  Fig.n-l  that  we  may  accept  as  before  the 
approximation 


(  5) 

(  5a^ 


F(  x^  =  2A  CO  5 


/  kax 

\  i$ 

(  * 

'  o 

1+  T  B  e 

fl ■  +a2 

-  t  1  - 

o 

o 

CV1 

— 1 

0 

(  6a  1 

(6b' 


Solution  in  the  Fresnel  plane  when  the  collimator  is 
|o  focused  to  produce  slightly  convergent  light. 
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Let  the  telescope  be  inserted  so  that  the  three  pinholes 
are  at  the  front  focal  plane  of  the  telescope  and  0'  is  now 
brought  to  focus  at  0"  ,  as  in  Figure  II-2,  and  in  accordance  with 
Newton*  s  formula 

p  ■=  -  V  or  f  -  -  f  (y1 

o  r 

where  ?  is  the  distance  measured  from  the  back  focal  plane  of  the 
telescope  to  0".  Then  from  Eqs.  6  and  7 


But 


<f  -  A  +k 

cl 


kaF  z 


(8) 

(9' 


<t>  =  A  + 
a 


ka3 

2 


(  10) 


Now,  if  A  =  o,  then  $  should  equal  to  zero  when  z  is  the  location 

of  the  star  image  formed  by  the  collimator  and  telescope.  From 

Eq.  10,  with  A  =  o  and  <t>  =  o, 
a 


-  zi  =  f3  ;  Newton’ s  formula, 
o 


(  11) 


1  •  -1 

1  FOCAL 

Xy'  PLANE 

1 

L_  PLANE  OF 

|  PINHOLES 

TELESCOPE 

w* 

•  Nzr  -s- 


S^.COND  FOCAL 
.ANE 


X 


Figure  II-2.  Location  of  the  sta;"  image  0'  as  formed  by  collimator 
alone  and  of  the  new  image  0'"  when  a  telescope  is 
added  with  its  front  focal  plane  coincident  with  the 
plane  of  pinholes. 
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Therefore  when  &a  e  o  the  plane  z  in  which  4>  =  0  is  the 
plane  of  the  image  of  the  illuminating  pinhole  0. 

It  follows  from  Eq.  (81  that  since  -  e  is  constant 

and  that  if  z  is  altered  so  that  *  is  fixed  at  u  |  where  „  is  a 
Particular  odd  integer,  then 


Kl  '  (Aa).  (*,- 


2?) 


(12) 


TMs_means_that_de focusing  the  collimator  ^  obtain  sliqhtlv 

convergent  light  will  introduce  no  error— the  measurement  of  'X 

(Aa  )■'  ~  (  Aa )'  •  Also,  we  have  seen  that  1  continues  to  remain 

IjJg^ia-f-.firovidgdPi^TteTui^r^r'three  pinholes  is  th„ 
^front  focal  plane  of  the  telescope .  ' — 

in  whirh°rhid<!r^i0n  °f  ^  CaSe  °f  the  sli9htly  diverging  beam 
in  which  the  collimator  is  defocused  so  as  to  image  0'~  Figure  IT  2 

at  a  great  distance  *q  to  the  .left  of  the  three  pinholes  yields  ' 

instead  of  Eq.  10 


$  =  A  + 
a 


1  \ 

2  \  *=  '  U 


The  position  given  by  ziQ  =  F  is  now  that  of  the  final  ..star 
image-  0"  .  The  conclusions  drawn  above  hold  again. 

In  conclusion;  Defocusing  of  the  collimator  in  the 

alter9thcnt  °f  FigUr^  25  hy  relatively  slight  amounts  will  not 
ter  the  accuracy  of  the  measurement  of  the  phase  differences 

<Aa).  -  (Aah  • 


(  13) 


II. 2  TOLERANCE  ON  THE  ANGULAR  ORIENTATION  OF 
THE  INCIDENT  ELECTRIC  VECTOR  IN  THE  X-Z  METHOD 


In  this  method,  described  in  Section  2. 5. 5. 3,  the  incident 
vec  or  is  intended  to  vibrate  either  along  z  or  along  X  We 
examine  here  how  closely  one  must  set  E  along  z  or  along  X  m 
doing  so,  it  suffices  to  consider  the  setting  with  respect ' to  z 
since  the  same  tolerance  must  apply  with  respect  to  the  X-setting. 
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Figure  n-3.  Convention  with  respect  to  establishing  a  tolerance 
for  the  angle  a  in  the  X-Z  method. 


First,  we  note  that  for  the  two  outer,  clear  pinholes  the 
E-vector  remains  unchanged  in  phase,  amplitude  and  direction  upon 
passing  through  these  pinholes.  But  such  is  not  the  case  for  the 
light  traversing  the  glass  and  the  central  pinhole.  Let  the 
strength  of  the  incident  E-vector  be  unity.  Then  for  the  E-vector 
emerging  from  the  central  pinhole. 

Z-component  =  cos  u  e1^2 

X-component  =  sin  a  eL^x  ; 

where  6z  and  6X  are  the  retardations  of  the  strained  glass  for 
the  Z  and  X-components ,  respectively.  Since  no  analyzer  is  used, 
the  fringes  are  due  to  interference  of  the  combined  electric 
vectors  that  oscillate  along  the  line  of  vibration  of  the  incident 
electric  vector  inclined  at  angle  a  with  respect  to  Z. 

Let  denote  the  projection  of  the  vector  described  by 
Eq.  14  upon  the  direction  E.  Then 


=  cos2ae1&z  +  sin2ae10x  =  cossael6Z[l+tan:ae1'  (15) 

As  regards  the  E-vector  emerging  from  the  central  pinhole,  the 
only  part  of  it  that  is  of  any  use  in  forming  the  interference 
frin  s  is  that  having  amplitude  and  phase  given  by  the  complex 
numbc,  .  In  case  a=o,  the  correct  value,  then  simply 


r 
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where  b  is  the  phase  that  we  want  to  measure.  Let 

1+tan  a  e1  &x~^z  l+tnn2a  eiA  ;  (  ^ 

A  5x_6z 

Then 

9  =  arg(  ij,)  (  17) 

is  the  error  in  the  phase  of  the  disturbance  leaving  the  central 
pinhole  produced  by  setting  a  'o. 

Now 

il/  =  l+tan2a  cosA  +  itan2a  sinA  .  (  18^ 


tan  9 


tan2g  sinA 
1+tan2 a  cosA 


whence 


„  tanO 

tan2  a  =  - - - - — 

sinA-cosAtan9 


Since  both  a  and  9  will  be  small,  we  have  approximately 


a 


^ | sinA-8cosA 


(  19) 


(  20) 


The  smallest  value  of  a  occurs  when  A  is  near  ir/2.  Hence  we  take 
as  the  tolerance  on  a 


'a|  =  Vo"  . 

If  the  error  9=1°  (corresponding  to  a  phase  error  of  A/360)  is 
permitted  as  upper  maximum,  then 


(21) 


a  ^ 


1/ 


1_ 

57.3 


radians  =  7.56° 


(  22) 


Correspondingly,  the  error  in  the  angular  setting  of  the  A  /2-plate 
is  7.56/2  =  3.78j.  These  are  very  liberal  tolerances.  Actually, 
it  is  easy  to  set  the  A/2  plate  within  ±  0.2°  of  the  correct 
position. 
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Experiment  showed  that  the  A/2-plate  ought  not  to  be 
rotated  as  much  as  1°  from  its  correct  position  but  that  ±  0.2° 
or  even  +  0.3"'  is  acceptable.  Therefore,  no  problem  arises  in 
setting  the  A/2-plate  accurately  enough  in  the  X-Z  method. 


11.3  TOLERANCE  ON  THE  ANGULAR  ORIENTATION  OF  THE 
ANALYZER  IN  THE  45°  METHOD 

In  thi  method,  the  incident  E-vector  vibrates  at  45°  with 
X  and  Z  and  the  analyzer  is  set  along  either  X  or  Z.  Consider, 
Figure  n-4,  a  setting  error  a  of  the  analyzer.  With  the  incident 
polarization  P  at  45° ,  emerging  from  the  central  pinhole  will  be 


el6z/  y/£  as 
e^&x/  ^2  as 


z-ccmponent 
x-component  . 


(  23) 


Figure  n-4a  Figure  n-4b 


Polarized  light  emerges  from  the  two  outer  pinholes 
vibrating  along  P  and  undisturbed  in  amplitude  and  phase.  We  have 
to  project  all  of  the  disturbances  upon  the  direction  of  the 
analyzer  in  determining  the  distribution  of  irradiance  in  the 
interference  fringes. 


Ill 


The  projection  of  the  disturbance  (23^  upon  the  analyzer  is 
given  by  the  complex  number 


A  = 


cosa  e 


i&. 


i& 


ib.. 


V  V  -L  U  r ? 

sina  e  A  cosa  e  z 


& 


& 


f l+tana  e 


iA 


A  6  -5  .  the  relative  retardation, 
x  z 

With  the  setting  of  Figure  4b.  one  is  seeking  information  about 
5z«  The  information  will  be  correct  at  a=o  where 


.  ib~ 
A  =  e  2 


But  with  a^o  the  disturbance  A  from  the  central  pinhole  will 

depart  in  phase  from  the  amount  6  by  the  error  0  where 

z 

A  =  arg  l+tana  e1^  =  arg  r 1+cosAtana+isinAtanaj  . 


(24) 


(25) 


(26) 


In  the  complex  Z-plane  we  have,  as  in  FigureIl-5, 


tan0  = 


sinAtano 

1+cosAtana 


(27) 


Figure  II~5.  Representation  of  the  phase  error  0  in  the  complex 
Z-plane . 


(27 
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Then  since  ft  and  a  will  be  small 


asinA 

ft  =  -  -  asinA 

1+aeosA 


(28) 


Whence,  approximately. 


a 


ft 

sinA 


(  ^9) 


Since  |a|  is  smallest  when  |sinA|=l,  we  take  as  our  tolerance 
on  a 

I a  \  =  l  e\ 

Again,  we  ask  that  ft  shall  not  exceed  1°  so  that  the  phase 
error  shall  not  exceed  A  ?6t).  Thus,  our  tolerance  on  the  setting 
|of  the  analyzer  from  its  correct  position  is 

la|  =  1° 

in  the  45s -method. 

This  tolerance  is  not  difficult  to  meet. 


(  3Cn 


(  31  ^ 


We  conclude  that  whether  one  uses  the  X-Z  method  or  the 
45°  method  the  tolerances  on  the  "polarizer"  or  analyzer  settings 
are  large  enough  so  that  no  difficulty  need  be  expected. 


1 1. 4  TOLERANCES  WITH  RESPECT  TO  IMPERFECT  SAMPLES 
IN  THE  THREE-PINHOLE,  ZERNIKE  METHOD 

Expe-iment  has  indicated  that  in  the  presence  of  striae 
one  must  mount  the  three  pinholes  so  that  they  ride  with  the 
sample.  In  the  following  we  assume  that  at  least  the  central 
pinhale  is  attached  to  the  sample.  In  determining  the  precision 
with  which  the  samples  are  to  be  fabricated  the  following  factors 
should  be  considered; 

(a)  Effects  of  non-uniformity  of  optical  path  between  the 
polished  faces  due  to  the  presence  of  wedge  or  lack 
of  flatness. 

( B)  Nc n-uni formity  of  strain  in  a  wedged  sample. 
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c  Wedge  between  the  polished  faces  can  cause  the 

diffraction  pattern  from  the  central  pinhole  not  to 
overlap  those  from  the  two  side  holes. 

D  The  relation  of  wedge-angle  to  autocol limation. 


H . •  TOLERANCE  ON  WEDGE-ANGLES  AS  RELATED  TO  THE  NEED 

FOR  AUTOCOLLIMATION 


We  refer  here  to  wedge  between  the  two  polished  faces. 

The  tolerance  on  wedge-angle  becomes  so  liberal  that  one  can" 
ignore  it  provided  that  upon  autocol limation  one  takes  the  trouble 
to  distinguish  carefully  between  the  two  images  produced  by  re¬ 
flection  from  the  two  polished  faces.  Owing  to  the  presence  of 

striae,  the  image  reflected  from  the  second  surface  is  usually 
blurred. 


The  penalty  for  paying  no  attention  to  this  matter  will  be 
to  keep  the  wedge-angle  down  to  about  1  minute  of  arc  in  order  to 
control  the  tilt  of  the  sample  as  the  pressure  is  altered.  We 
assume  that  proper  care  will  be  taken  during  autocol limation  so 
that  no  tolerance  beyond  the  normal  care  taken  in  the  optical  shop 
need  be  assigned  relative  to  the  matter  of  controlling  the  tilt 
of  the  sample. 


II. 6  TOLERANCE  ON  WEDGE  ANGLES  AS  REGARDS  OBTAINING 
RELIABLE  MEASUREMENT  OF  THE  AVERAGE  OPTICAL  PATH 

Fortunately,  this  aspect  of  the  measurement  does  not 
require  the  assignment  of  tolerance  of  wedge-angles  beyond  routine 
practice  in  the  optical  shop. 

From  Eqs.  (dl )  and  ( 32 )  in  Section  1. 5  of  Appendix  I  we 
have  to  consider  the  integral 


I  = 


^drdT)  =  T  el^aJJ'el  ^ 

over  central  pinhole 
where  Aa  is  the  averaged  optical  path  over  the  pinhole.  Let 


over  central 
pinhole 


If: 


e  -  “«t  drdq 

over  central  pinhole 
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r 


We  have  to  keep  firmly  in  mind  that  in  measuring  the 
stress-optical  coefficients  we  measure  arg  i'  at  two  different 
pressures  and  then  subtract  these  arguments  (phases'  from  each 
other  with  the  aim  of  measuring  in  this  way 


A  =  (Aa'at  P=P„  -  <Aa’ 


at  P-P, 


( 34) 


For  this  to  be  true  our  experimental  conditions  must  be  such  that 

Arg  {■'Jr)  =  constant,  independent  of  pressure.  (35) 

It  is  not  necessary  that  arg  ib)  =  o. 

Assume  for  simplicity  that  the  incident  wavefront  is  normal 
to  the  optic  axis.  The  effect  of  a  wedged  sample  is  to  incline 
this  wavefront  into  oblique  incidence  upon  the  central  pinhole. 

Without  loss  of  generality  we  may  regard  r,r |  to  be  oriented  so 
that  correspondingly  A(  r,rj)  =  A  0  =  Aa  +  Kr 


'Jjr 

where  K  =  —  (n-1  A  ;  A  =  angle  of  the  wedge. 

A 

Then  from  Eqs.  (3?)  and  36' 


V 


^fTe^Vdg 

^over  central 


(  36) 
(  37) 

(38) 


pinhole 


Let  the  central  pinhole  be  circular  with  area  B.  Then,  introducing 
polar  coordinates 


f  i2ir 
*-)  * 


iKpcos© 

e  r  pdpd©  =  2v 


VF 


cy  - 

J  TJo,R 


p)  pdp 


(  39^ 


b 

lie  =  7T  -  2  - — 

TT  ,/lF 

K  V  - 


ir 


B 


Then  since  -  =  R  =  radius  of  the  central  pinhole, 
TT  C 


t  =  2B 


J,  KRC  real 


K  Rr 


( no) 


(  41) 


Rc  =  radius  of  central  pinhole;  B  =  ir  R^  ; 

-rr 

K  =  —  n-1'  A;  A  =  angle  of  the  wedge. 
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ar<9  .  -  =  o  for  all  pressures  42) 


irrespective  ot  the  wedge  angle.  Hence  we  do  not  have  to  assign 
a  tolerance  on  the  wedge  angle  from  the  considerations  of  this 
section.  This  conclusion  was  unexpected. 


IT. 7  TOLERANCE  ON  SURFACE  FLATNESS  AS  REGARDS  OBTAINING 
RELIABLE  MEASUREMENT  OF  THE  AVERAGE  OPTICAL  PATH 

It  will  not  be  possible  to  examine  here  all  possible  varia¬ 
tions  from  surface  flatness;  but  the  special  case  studied  here 
suggests  strongly  that  as  regards  measurinq  r  (  A  ^  -  A  ) 

1  v  a  P„  “a  P 

properly  from  the  restricted  viewpoint  of  this  section,  no 
tolerances  need  be  assigned  to  surface  flatness  beyond  the 
quality  which  is  routine  in  our  optical  shop. 

We  can  expect  that  for  ladially  symmetric  surface  devia¬ 
tions  from  flatness 

C  .1  =  +  a  {  Cp  tq  ^ 

when  the  central  pinhole  is  placed  over  the  center  of  the  irre¬ 
gularity.  Then  from  Eqs.  (32)  and  (33) 


«'  -  I  f  -  •  . 

JJ over  central  pinh 


pinhole 


Let  the  central  pinhole  be  circular  with  radius  R  and  area  B. 
Upon  converting  to  r  ola.c  coordinates,  we  obtain  C 


=  2f 


r 


i  ap-  , 
e  r  pdp  = 


rfRc  e1 

Jo 


op- 


pdp  ; 


IF  iZ 
e 
c 


0RC  •  •  OP 

c  IF  .  .  10R?, 

=  —  [ 1-e  c 

o  o 


■tl 


As  cRc  -  o, 
iF  ■  \ 

—  -l)  oR  =  B  ;  I 

0  c 


T  B  e^a 
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(  43^ 


(M) 


(  *5) 


(  '*5>a) 


Wo  observe  from  (  4‘_>)  that  whereas  arg(  is  not  in  general 
equal  to  zero  (  the  exception  occurs  when  oR:c  -  o')  it  is  in  a  given 
set-up  a  constant  independent  of  pressure.  Hence  this  type  of 
surface  error  (and  we  can  suspect  all  others^  need  not  be  assigned 
tolerances  beyond  the  quality  which  is  routine  in  our  optical  shop. 
This  is,  of  course,  fortunate. 


1 1. 8  TOLERANCE  IMPOSED  ON  THE  ANGLE  OF  THE  WEDGE 
IN  ORDER  THAT  THE  DIFFRACTION  PATTERNS 
SHALL  OVERLAP  PROPERLY 


It  turns  out  that  a  tolerance  on  the  angle  of  wedge  between 
the  two  polished  surfaces  needs  to  be  imposed  in  order  that  the 
l^ght  diffracted  from  the  three  pinholes  shall  overlap  properly 
in  the  plane  of  observation.  In  calculating  this  tolerance,  we 
need  consider  only  the  far  Fresnel  region  as  in  Section  1.4  of 
Appendix  I  where  it  is  estimated  that  said  Fresnel  plane  is  in 
excess  of  50  meters,  in  our  proposed  optics,  from  the  plane  of 
the  pinholes  in  the  essence  of  the  telescope. 


First,  for  pinholes  of  about  0.34  mm  diameter  the  radius  r 

a 

of  the  "Airy  disk"  in  the  observation  plane  is  given  approximately 
by 


0.61  A  0.6l\0.6328<  10' 
a  N.A.  '  0. 34 

2x5^l04 


114  mm 


(  46^ 


Secondly,  the  spacing  of  the  fringes  produced  by  light  from  the 
two  outer  pinholes  of  separation  2a  =  14  mm  is  given  by 
x  A 

-  =  whence 

R  2a 

0.6328x50 

x  =  spacing  =  - — -  =  2.3  mm  (  47I 


This  is  in  the  far  Fresnel  plane  for  which  R  =  50  m.  About  100 
fringes  would  then  be  seen  across  Airy  disks  that  overlap  coit- 
pletely.  If  the  three  pinholes  are  separated  by  7  mm  and  have 
the  same  diameter,  as  is  our  case,  we  obtain  in  the  observation 
plane  corresponding  to  R  =  50m.,  under  idealized  conditions  three 
overlapping  and  interfering  diffraction  disks  each  about  114  mm 
in  diameter  with  their  centers  displaced  each  by  7  mm.  The  effect 
of  placing  a  glass  wedge  over  the  central  pinhole  is  to  displace 
the  Airy  disk  produced  by  the  central  pinhole.  It  is  recommended 
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that  this  Airy  disk  be  displaced  no  more  but  that  the  irradiance 
produced  by  it  at  the  midpoint  between  the  centers  of  the  two 
outer  Airy  disks  drops  to  only  9CK  of  its  value  at  the  diffraction 
head. 


f  J,(zVT 

Approximately,  |^2  — — — j  =0.90  for  Z  = 


means  that  the  central  diffraction  disk  should 
in  excess  of 


0.64. 
not  le 


This 

displaced 


0.64 

3.83 


114  =  20  mn. 


(  481 


The  angle  a  through  which  light  from  the  central  pinhole  can  be 
deviated  should,  then,  not  exceed 

20  ,  nn\ 
a  -  -  _  0.0004  radians.  (49 

5  s  104 

The  angle  of  the  glass  wedge  is  about  twice  this  value  of  a  since 
n  is  roughly  1.5.  Thus  the  angle  A  of  the  glass  wedge  should 
obey  the  tolerance 

A  =  0.0008  radians  =  2.7  minutes.  (50^ 

We  regard  this  as  a  conservative  estimate  -  meaning  that  slightly 
larger  angles  may  prove  to  be  tolerable. 

We  note  that  experimentally  all  of  our  glass  samples  that 
were  tested  gave  good,  straight  fringes. 
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II. 9  tolerance  on  the  tilt  of  the  sample 


The  most  damaging  effect  of  the  tilt  of  the  sample  from 
perpendicularity  to  the  incident  beam  is  the  change  in  tilt 
that  may  be  produced  upon  changing  the  applied  pressure.  The 
following  considerations  are  based  upon  Fig.  II-6  and  apply  to  a 
single  passage  of  light  through  the  sample. 

Let  the  normal  to  the  sample  be  tilted  by  the  amount 
0  ‘rom  the  axis  A  B  of  the  instrument.  Then  with  respect  to 
Fig  .  11-6 

(51) 


£  = 


COS  0 


n  t  rs  ^  r  COS (0-0) 

=  i  COS  (  0-0)  =  L  - - - 

cost?) 


Figure  II-6.  Convention  with  respect  to  tilt  of  the  sample. 


Le  t 


A  =  optical  path  from  AtoB  =  D-  z  +  ni. 


a  =  d  -  l  .  _2i_ 

COS0  COS0 


(52) 


Let  An  =  A.  -  D  -  L  I  nL, 
0=o 


(  53) 
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De  f  i  ne 


5  =  A  -  A  =  change  in  optical  path  due  to  tilt, 
One  finds  quite  directly  from  (52)  -  (54)  that 


(54) 


g  _  L  f  n( 1 -COS0  )  ,  COS0-COS ( 0-0 )  1 

COS0  COS0  J 


or 


6  _  i  ,  n( 1 -cos0 )  cos (0-0)  .  ^ 

t  -  1  +  — ~~ r -  -  - - — -  :  sm0  =  n  si 


COS0 


COS0 


n0  :  any  0 , 


(55) 


For  small  0.  write  cos0  =  1  -  y  ;  0  =  n0 .  Then 


0_  n-1 
2  n 


and  0 


=  J2n_  5 
"  n-1  L 


(56) 


Hence  for  small  tilts  about  the  normal  position  the 
optical  path  error  5  varies  as  0  . 


TABLE  II.  1  TOLERANCES  0  AS  COMPUTED  FROM  EQ .  (56) 


Error  5 

n 

L  (mm) 

0  (min) 

A  (pm) 

0 

0 

0 

r— I 

<< 

1  -5 

10 

1 .83 

0.5 

1000 

1  .5 

10 

2.12 

0.6328 

A  '100 

1  .5 

10 

6.70 

0.6328 

A/100 

1 .6 

10 

3-55 

0 .6328 

It  appears  from  this  table  that  the  tolerances  on  tilt 
quite  liberal .  but  such  is  not  the  case  when  the  sample  is 
not  normal  to  the  incident  beam  before  the  added  tilt  occurs. 

I’or  example,  it  the  sample  has  originally  the  tilt  0  =  0.1 

then  if  this  tilt  is  altered  to  0.15  by  changing  the  pressure. 
5^  changes  from  0.00802  to  0.01803  due  to  change  of  tilt  alone. 
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This  means  that  a  change  of  tilt  of  3  minutes  causes  an  error  in 
5  of  0.01  wavelength  -  an  amount  large  enough  to  interfere  with 
the  accuracy  of  our  measurements.  If  0C  =0.1  .  the  added  tilt 
should  be  constrained  to  about  one  minute  . 

Eg.  (56)  is  accurate  enough  for  o  =  9  =  2  ,  a  range 
which,  surely,  should  not  be  exceeded  for  experimental  reasons. 
From  Eg .  ( 56) 


6a  -50  _  L  n-1 
7  —  7  2n 


(©r  -e")  • 


(57) 


A  definite  tolerance  on  9,  cannot  be  assigned  without 
knowing  9„  .  Since  it  is  desirable  to  measure  the  optical  path 
differences  to  0.017,  it  is  suggested  that  9^  be  restricted 
with  respect  to  90  such  that 


£  (0ir  ■  e«: )  =  2vl° 


(58) 


In  conclusion,  it  is  suggested  that  the  head  of  a  colli¬ 
mating  device  be  placed  just  beyond  the  pinhole  0,  Fig.II-3 
for  measuring  how  nearly  normal  the  surfaces  of  the  glass  sample 
are  to  the  incident  beam.  Means  for  adjustment  should  be  pro¬ 
vided  so  that  Eg.  (58)  remains  satisfied.  Motion  of  the  cross¬ 
hairs  in  two,  perpendicular  directions  is  indicated. 


II. 10  ADDITIONAL  COMMENTS  ON  THE  TOLERANCE 


ON  TILT  OF  THE  SAMPLE 


A  tolerance  on  tilt  of  the  sample  as  discussed  in  1.8  of 
the  previous  Appendix  can  be  estimated  from  Eq .  (36)  of  that 

report  as  follows: 

5  n-l  L  ©f_  .  d  ( 5/7 )  =  n-1  L  e 

A  n  7  2  ’  d§  n  7 


(59) 


where  ©  is  the  angle  between  the  axis  of  the  instrument  (more 
particularly,  the  rays  of  the  incident  light  beam)  and  the  normal 
to  the  plate  being  tilted. 
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The  autocollimator  device  we  have  designed  for  the  final 
apparatus  is  estimated  to  permit  us  to  monitor  ©  to  at  least  10 
sec.  of  arc.  Adjusting  screws  will  permit  the  readjustment  of 
the  sample  to  at  least  0.0001  radians  or  about  21  sec.  If  we  call 
for  a  change  in  (dA)  after  readjustment  of  not  more  than  0.001. 
then  the  angle  of  tilt  ©  must  not  exceed 


e  =  —  - 

n-l  L 


d(5\ 

A  /  =  1_J5  0.6328x10" 1  0.001 
0.5  10  0.0001 


so  that 


as  a  tolerance  on  © 


© 


-  0.00190  radians  %  7  minutes. 


This  tolerance  should  be  easy  to  maintain  mechanically.  With  the 
proposed  collimating  system,  one  will  not  be  able  to  measure  the 
7  minutes;  but  setting  within  these  7  minutes  should  be  easy. 
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